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98504-5506, 
A school 
RCW 28A.305. 


360-725-2005. 
district fiscal impact statement is not required under 
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AMENDATORY SECTION (Amending WSR 15-16-084, filed 7/31/15, effective 
8/31/15) 


WAC 182-531-0200 Physician-related and health care professional 
services requiring prior authorization. (1) The medicaid agency re- 
quires prior authorization for certain services. Prior authorization 
includes expedited prior authorization (EPA) and limitation extension 
(LE). See WAC 182-501-0165. 

(2) ((#Re)) EPA ((p¥eeess)) is designed to eliminate the need for 
( (-etephone-prier)) written authorization ( (fe*"-setected admissions 

)). The agency establishes authorization criteria and 
identifies the criteria with specific codes, enabling providers to use 
that EPA number if a client meets the EPA criteria. 
(a) The provider must create an authorization number using the 
process explained in the medicaid agency's physician-related billing 
instructions. 
(b) Upon request, the provider must provide supporting clinical 
documentation to the medicaid agency showing how the authorization 
number was created. 
(c) Selected nonemergency admissions to contract hospitals re- 
quire EPA. These are identified in the medicaid agency billing in- 
structions. 
(d) Procedures allowing expedited prior authorization include, 
but are not limited to, the following: 

(i) Reduction mammoplasties/mastectomy for gynecomastia; 
(ii) Strabismus surgery for clients ((e+eRtEee|n)) 18 years of age 
and older; 

(iii) Meningococcal vaccine; 

(iv) Placement of drug eluting stent and device; 

(v) Cochlear implant ( (s—ferx-cHients twenty years of age—and 
yeunger)) devices; 

(vi) Hyperbaric oxygen therapy; 

(vii) Visual exam/refraction for clients ( (#wenty-ene)) 21 years 
of age and older; 

(viii) Blepharoplasties; and 

(ix) Neuropsychological testing for clients ((St+xteer)) 16 years 
of age and older. 

(3) The medicaid agency evaluates new technologies under the pro- 
cedures in WAC 182-531-0550. These require prior authorization. 

(4) Prior authorization is required for the following: 

(a) Abdominoplasty; 

(b) All inpatient hospital stays for acute physical medicine and 
rehabilitation (PM&R) ; 

(c) ( (GRt+teterat)) Cochlear implant ( ( 
efage—and-yeurnger)) devices (refer to WAC 182-531-0375); 


(d) Diagnosis and treatment of eating disorders for clients 
( (Ewermty-ene)) 21 years of age and older; 
(e) Osteopathic manipulative therapy in excess of the medicaid 
y's published limits; 
(f£) Panniculectomy; 
(g) Bariatric surgery (see WAC 182-531-1600); 
(h) 
(1) 
tal 


Vagus nerve stimulator insertion, which also: 
For coverage, must be performed in an inpatient or outpatient 
facility; and 
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(ii) For reimbursement, must have the invoice attached to the 
claim. 
(i) Osseointegrated/bone anchored hearing aids (BAHA) for clients 
( (Ewermty)) 20 years of age and younger; 

(j) Removal or repair of previously implanted BAHA or cochlear 
implant devices for clients ( (#wentyene)) 21 years of age and older 
when medically necessary; and 

(k) Gender reassignment surgery (see WAC 182-531-1675). 

(5) All hysterectomies performed for medical reasons may require 
prior authorization, as explained in subsection (2) of this section. 

(a) Hysterectomies may be performed without prior authorization 
in either of the following circumstances: 

(i) The client has been diagnosed with cancer(s) of the female 
reproductive organs; and/or 

(ii) A hysterectomy is needed due to trauma. 

(b) The agency reimburses all attending providers for a hysterec- 
tomy procedure only when the provider submits an accurately completed 
agency-approved consent form with the claim for reimbursement. 

(6) The medicaid agency may require a second opinion and/or con- 
sultation before authorizing any elective surgical procedure. 

(7) Children six years of age and younger do not require authori- 
zation for hospitalization. 


AMENDATORY SECTION (Amending WSR 15-03-042, filed 1/12/15, effective 
2/12/15) 


WAC 182-531-0375 Audiology services. (1) The agency covers ((7)) 
medically necessary cochlear implant devices with prior authoriza- 


tion ( (7 -eeehtear devices fer clients twenty years of age and younger 


ex—outpaticnt hespitai _setting)) for eligible clients. 
(2) The agency covers BAHAs for clients ((#wernty)) 20 years of 
age and younger with prior authorization. 
(3) The agency covers replacement parts and batteries for BAHAs 
and cochlear implant devices ( ( 
yeunger—enty)). See WAC 182-547-0800 and 182-547-0850. 
(4) The agency considers requests for removal or repair of previ- 
ously implanted BAHAs and cochlear implant devices ( (fe*e-ehients—_twen- 


Certified on 12/14/2023 [ 3 ] WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-002 
ty-one—_years—_ofage—andeidereonty)) when medically necessary. Prior 


authorization from the agency is required. 
( (+5}Fex—audictesy,_theageneyHimtts+ 
+a}Caterievestibutes testing te fous units fer each eas; and 7 


fex—each cdisrecticn-) ) 
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trict fiscal 


P.O. 


HCA, governmental. 


360-725-0815; 


Box 42722, 


A school dist 
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A cost- 
34.05.328 does no 


benefit analysis is not 


administrativ 


rules r 


Olympia, 


required under RCW 34.05.328. 


le for Drafting: Brian Jensen, 
Implementation 
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impact statement is not required under 
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t apply to HCA rules unless requested by the joint 
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Wendy Barcus 
Rules Coordinator 


OTS-5025.3 


AMENDATORY SECTION (Amending WSR 14-01-021, filed 12/9/13, effective 
1/9/14) 


WAC 182-509-0220 Washington apple health—How resources are con- 


sidered. (1) A resource is any cash, other personal property, or real 
property that a person: 
(a) Owns; 


(b) Has the right, authority, or power to convert to cash (if not 
already cash); and 

(c) Has the legal right to use for his or her support and mainte- 
nance. 

(2) There is no resource limit for an applicant or recipient of 
the following Washington apple health ( (44#AH))) (medicaid) programs: 


(a) ((WAH)) Apple health for workers with disabilities (HWD) pro- 
gram, as described in chapter 182-511 WAC; 

(o) ((WAH)) Apple health foster care program (see WAC 
182-505-0211) 


(c) Medicare savings programs (see WAC 182-517-0100); 

(d) All programs that are based on modified adjusted gross income 
(MAGI) methodologies, as described in WAC 182-503-0510. This includes 
the following: 


(i) ((AAH)) Apple health for parents and caretaker relatives (see 
WAC 182-505-0240); 

(ii) ( (WAH-fex—-precrant—_wemer)) Apple health pregnancy coverage 
(see WAC 182-505-0115); 

(iii) ((WAH)) Apple health for kids (see WAC 182-505-0210); 


(iv) Premium-based ((WAH)) apple health for kids (see WAC 
182-505-0215); 


(v) ((WAH)) Apple health long-term care for children and adults 
(see WAC 182-514-0230); 

(vi) ((WAH)) Apple health for MAGI-based adult coverage (see WAC 
182-505-0250); and 

(vii) ((WAH)) Apple health MAGI-based adult alien emergency medi- 


cal (see WAC 182-507-0110). 

(3) For all other ( (WAH)) apple health programs, the resource 
limits and exclusions can be found in the following chapters: 

(a) ((WAH)) Apple health SSI-related medical (see chapter 182-512 
WAC) with the exception of programs listed in subsection (2) of this 
section; 

(o) ((WAH)) Apple health long-term care (see chapters 182-513 and 
182-515 WAC); 

(c) SSI-related ((WAH)) apple health alien medical program (see 
chapter 182-507 WAC); 
(d) ( (Medteare savings _pregrean _tsee WAC t82-547-0310}+ 

+e}—WAH)) Apple health for refugees (s WAC 182-507-0130) ; 
((+6)) (e) Medical care services (s WAC ( (+82-509-0204) ) 
182-508-0005). 


and 
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filed 5/4/23, 


effective 


WAC 182-519-0050 Monthly income and countable resource standards 


for medically needy (MN). 


level (MNIL) 


cial Security Administration 


(1) 


(SSA) 


Changes to the medically needy income 
occur on January 1st of each calendar year when the So- 
issues a cost-of-living adjustment. 


standards for people who meet institu- 


ts are in WAC 182-513-1395. 


institutional 


(2) Medically needy (MN) 
tional status requirement 
client who lives in an alt 
182-513-1205. 
(3) The resource standards for 
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)) h 
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income-and-resources. 
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(a) One person 


(b) A legally married couple 


Countable resource standards for the noninstitutional 


MN pro- 
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(c) For each additional family member add 
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MN program. Th 
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decision. 
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A school 
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language of a rule without changing its effect; and rule 
content is explicitly and specifically dictated by statute. 
Scope of exemption for rule proposal: 

Is fully exempt. 


November 27, 2023 
Jack Zeigler 
Policy and Rules Manager 


OTS-5070.1 


AMENDATORY SECTION (Amending WSR 15-23-062, filed 11/13/15, effective 
1ALTAP TS) 


WAC 200-330-010 Purpose and authority. The purpose of this 
chapter is to establish a common procedure that state agencies and lo- 
cal governments may use to award contracts under the small works ros- 
ter process established in RCW 39.04.151. This chapter of the Washing- 
ton Administrative Code is adopted pursuant to ( ( 7 
4987)) RCW 39.04.151, which ( (¥eq¢é+*es)) authorizes the director of 
the department of enterprise services to adopt by rule a procedure to 
prequalify contractors for inclusion on a small works roster estab- 
lished by the state agencies enumerated in section 2, chapter 98, Laws 
of 1982. The procedure set forth in this chapter shall be utilized by 
those agencies in establishing a small works roster. 


NEW SECTION 


WAC 200-330-025 Definitions. As used in this chapter the terms: 

(1) "Contracting agency" means all agencies and political subdi- 
visions of the state with public works contracting authority. 

(2) "Independent roster" means a small works roster established 
by a contracting agency either by itself or with another contracting 
agency. 

(3) "MRSC" means the municipal research and services center. 


(4) "“OMWBE" means the office of minority and women's business en- 
terprises. 
(5) "Publicly available" means published on a contracting agen- 


cy's public website. If an agency does not support a public website, 
the agency must make printed copies of the material available at the 
reception area of its headquarters by having printed copies available 
at the office's reception desk or posted on a bulletin board available 
to the public at the office. 

(6) "Public work" means all work, construction, alteration, re- 
pair, or improvement other than ordinary maintenance, executed at the 
cost of the contracting agency, or which is by law a lien or charge on 
any property therein. "Public work" does not include work, construc- 
tion, alteration, repair, or improvement performed under contracts en- 
tered into under RCW 36.102.060(4) or under development agreements en- 
tered into under RCW 36.102.060(7) or leases entered into under RCW 
36.102.060(8). 
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means the statewide small works roster de- 


veloped by the department of commerce through MRSC. 


NEW SECTION 


WAC 200-330-035 General roster rules and procedures. (1) Small 


works rosters. 
independent roster when cont 
cies are encouraged to 
tive efficiency for bot 
(2) Requirements. 


ting agencies may use the statewide roster or an 
tracting for small works. Contracting agen- 


the statewide roster to promote administra- 


must meet th 


(a) Rost 
tractors must 


ter including, 


tracting agencies and contractors. 
tatewide roster and independent rosters 
requirements of RCW 39.04.151, 39.04.152, and this chap- 
but not limited to, the following: 

ter inclusion. All qualified responsible, licensed con- 

t be included on the roster at their request. MRSC and 


contracting agencies with independent rosters may implement an appli- 
cation process for contractors to be placed on the roster. 


(b) Con 
designate an 


contracting agency. 


tact information. 


(c) Con 


must keep records of applicabl 
tions, bonding, 


Contractors included on the roster must 
to receive bids notifications from the 


ractor recordkeeping. Contractors included on the roster 


licenses, certifications, registra- 


and insurance as required by RCW 39.04.350. This in- 


formation must be made available at the request of the contracting 


agency. 


(d) Small and diverse business certification. 


(i) At the time of a contractor's application to be included ona 


roster, the contract 
OMWBE and the depart 

(ii) MRSC and con 
be able to download dat 
fairs to obtain current 
the time of solicitation. 


NEW SECTION 


WAC 200-330-040 
works bid process. 
contracting agencies may 
contracting process 
to submit bids for smal 
tracting process, 
be equal to or ] 
lished in RCW 39.04.152 

(2) Requirement 
of RCW 39.04.151 
small works competit 
limited to, the following: 
Invi 


( 


to bid must 


( 


a) 
(1) Invi 
A) 


Plans, specifications, 


indicate its certification status with 
tment of veterans affairs. 

ting agencies with independent rosters must 
ta from OMWBE and the department of veterans af- 
information on contractor certifications at 


Small works competitive contracting. (1) Small 
lieu of a formal public works bidding process, 
the following small works competitive 
contractors from the small works roster 
works contracts. To use the competitive con- 
ting agency's estimate of the work must 
the competitive contracting cost limit estab- 


excluding sales tax 


Contracting agencies must meet the requirements 
and this chapter, when implementing a 
tive contract 


ting process, inclusive of, but not 


t include: 
and an estimate of the work sufficient 


to define the work and for the contractor to generate a bid; and 


Certified on 12/14/2023 


[ 11 ] WSR Issue 23-24 - Proposed 
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(B) 
bidding system. 
(ii) 


work to be performed. 


(b) Estimated 


must be equal to or under 


solicit bids under 


agency may award contrac 
is not excessive or 
e is that 10 percent 
not constitute a cardinal change. 
Change orders may be added to 
the contracting agency if 
to complete the work 
d estimate, 
cies shall not 


cost 
eral 
will 


guidelin 


(c) Chan 
amount at the 
ders are necessary 
fications, an 
tracting agen 
bid limit for 

(d) 
ting agen 


this 


trac 
age, 
bid a 


GY: 


the 


ge orders. 
discretion of 


Retainage. 
If the cont 
the waiver or reduction must 
time of solicitat 


cost. 


competi 


or 


The con 


tive contract 
ts for more 


Issue 


A date and time for receipt of bids through 


Contracting agencies must provide an invita 
all contractors on the appropria 


Crac 


do not constitute a 


ion, 


liability for any unpaid wages and taxes. 


(e) 
(i) 


Bid acceptance. 


Contracting agencies: 
Must accept bids through electronic methods such 


ic mail or an electronic bid system; 


(ii) 
(iii) 


NEW SECTION 


WAC 200-330-050 


tracting process. 


200-330-040, con 


Crac 


ting 


a contractor by sol 
rosti 


on the statewide 
price. Pursuant 
39.04.152, 


limit 
(2) 
of RCW 39.04.151, 


COST 


icitin 


to the limits se 
the direct con 
tracting agency's est 
specified in RCW 39.04.152 
Requirements. 


small works direct 
to, the following: 
(a) 


contrac 


g a quot 
ter or independent 


Shall not establish a formal bid opening; 
Must make bid tabs publicly available. 


Small works direct contracting. 
In lieu 
the small works competitive contracting process provided in 
agencies may enter into direc 
te from a single selec 
roster and n 


trative] 


for 


ting agency' 
the cost limit specified in RCW 39.04.152 to 
ting process. 
than this amount if 
does not constitute a cardinal 
t or less of the statut 


use change orders to avoid th 
type of solicitation. 
Retainage may be waived or reduced by 
tracting agency waives or redu 


th in RCW 39.0 
tracting process may b 


23-24 


the designated 


tion to bid to 
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te roster category associated with the 


s estimate of the work 


The contracting 


the contract 


cardinal change. 


the con- 


tation to 
cy assumes 


and 


(1) 


WAC 


the contract 
change. A gen- 
tory bid limit 


the change or- 
described in the plans, speci- 
Con- 


e statutory 


ces retain- 
t be indicated in the invi 
and the contracting agen 


as electron- 


Direct con- 
of a formal public works bidding process and 


Cc con 


egotiate a final 


timate for the work is equal to or 
exclu 
Contracting agencies must m 
39.04.152, 
ting process, 


(4) (b), 


and this chapter, 


Administrative efficiency. Direct contracting is intended 
be a quick and administ 


moting the use of small and diverse businesses. 


tive solicitation. 
(b) 
establish a small, 


Diverse business util 
minority, 


ization plan. Cont 


women, 


lization plan prior to using the direct contrac 


Con 
Con 


(c) 
(i) 


crac 
crac 


tor rotation. 


when 
inclusive of, but not 


ting agencies must rotate direc 


tracts with 
ted contractor 


4.151 and 
used when the con- 
less than the 


ding sales tax. 
t th 


implementing a 


This is not a compet 


ing process. 


nities among the available contractors on the appropriate roster. 
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(ii) 


temp 


Contracting agencies must 
repeatedly awarding contracts 


ts to direct 
(iii) 


crac 


t opportuni 


ble 


coni 


other contractors on 


crac 


ting. Contractin 


(iv) A cont 


g: 


tly contract wi 
Contracting agencies must 
ties will be ro 
g agencies must 


th o 


tO coni 


Issue 
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not favor certain contractors by 


adopt 


tated 


(A) Contractors 
tracting process 


quo 


tions and the inabili 
policy. 


Ce 


(B) 


Solicit 
Solicita 
include 

descrip 


tions 


e date 


quot 


business en 


the 


must 
the rost 
through the direc 


iE. -€On 


ting quotes. 


make 


tracting agency's rotation policy mus 
provide the following: 
that have been issued a contract 
not be offered a future con 
ter have received a solicitat 
tracting process; 
Contracting agencies must consider nonresponsive solicit 
ty to negotiate an agreed price in 


tractors without 
ther contractors. 
t a policy 
to avoid favorit 
this policy publicly availa- 


and 


t documented at- 


regarding how con- 
tism in direct con- 


t, at a minimum, 
t under the direct 
tract until all 


tion for a 


ta- 
tation 


their rot 


for a quot 


the following: 
tion of the work to be performed sufficient for the 
to develop a price; 
the contracting agency must receive the contractor's 


(C) 
(ii) 


Any timelin 


contracting agency 


When six or more contrac 


must solicit 


under the direct contracting proc- 


requirements for mobilization. 

tors certified as public works small 
terprises by OMWBE are listed on the appropriate roster, 

t a quote from a certified public 


works small business enterprise contractor on the roster in accordance 
with the agency's rotation policy. 


smal] 


(iii) 
business ent 


smal] 


works roster for 


solicit a quot 


the 


contractor from 
price shou 
project funds iden 


a price, 
contractor on 
policy. 


met, 


the 


the 


te 
agency's ro 
(e) Negotia 
(i) A contract 


ta 


(ii) If the cont 


the rot 


(iii) On 
contract. 
(iv) Con 


direct contracting 


con 


LE 


(f) Notice of award. Cont 
a small works contract award to all other contrac 
ate roster of award. 

(g) LNI portal. Contracting agencies ar 


tracting agen 
the agency intends 


tractor on the rotat 


from any cont 
tion policy. 
ted price. 

t price must be negotiated wit 
the statewide or independent 
ld be based on the quot 
tified by 
tractor 
the agency may elec 
tation in accordance wit 


cy must competitivel 
to proceed wit 
tracting agencies must provide notice of 


this type of 


the 
and 


the 


the contracting agency may proceed wit 


tracting agencies are prohibit 
the cont 


process. If 


te from the 
contract 


work, 


roster. 


When five or fewer contractors certified as public works 
terprises by OMWBE are listed on the appropriate 
the contracting agency may 
tractor on the roster in accordance with 


ted 
ted 


th a single selec 
The negotiat 


con 
ting 
trac 


con ting 


ce a price is established and all other requirement 
th award and execution of 


th the work. 


tractor and available 
agency. 


agency cannot agree on 


t to end negotiations and move to the next 
th the agency's rotat 


tion 


CS are 


ted from bid shopping using 
tracting agency and the next 
tion cannot agree on a contract price, 
y bid the work under WAC 200-300-040, 


the con- 


tors on the appropri- 


r 


small works project using labor and industries' 


when awarding a contract under the direct contrac 
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(h) 


records of the following: 


(i) The contractors 

contract; 
(ii) Whether the contractor responded to 
(iii) Records of price negotiations; 
(iv) The contracts that were awarded and 
(v) Records documenting 


be reached. 


NEW SECTION 


Issue 23-24 


the solicitation; 


to whom; and 


WAC 200-330-060 Small works roster contracting templates. 
department of enterprise services will develop and make publicly 
available templates for bid invitations, bidding, and contracting 
ing the direct contracting process for the use of all contracting 
agencies. 

REPEALER 

The following sections of the Washington Administrative Code 
repealed: 

WAC 200-330-020 Notice required by agency establishing 


WAC 200-330-030 


WAC 200-330-070 


WAC 200-330-080 
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Rule is not necessitated by federal law, federal or state court 
decision. 


Name of Proponent: 
mental. 


Name of Agency Personnel 
Stuart Holmes, 
district fiscal 


and Enforcement: 
A school 


tion, 


Office of the secretary of the sta 


e fo 
ympi 


Responsibl 
Ol 


te, govern- 


r Drafting, Implementa- 
a, 360-902-4151. 


impact stateme 


RCW 28A.305.135. 
A cost 
This rule proposal, or 
requirements of the Regula 
Is exempt under RCW 19. 
ternal governmen 


Scope of exemption for 


s fully exempt. 


Certified on 12/14/2023 


tal operations 
lation by a nongovernment party. 


portions of the 


tory Fairness Act because 


85.025(3) as th 


nt is not required under 


-benefit analysis is not required under RCW 34.05.328. 


proposal, is exempt from 


the proposal: 


rules r 


tha 


rule proposal: 


tSo] 


late only to in- 
subject to vio- 


t are no 


December 1, 2023 
Amanda Doyle 
Chief of Staff 


WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-082 
OTS-4856.2 


AMENDATORY SECTION (Amending WSR 19-05-041, filed 2/14/19, effective 
3/17/19) 


WAC 434-208-060 Electronic filings. (1) In addition to those 
documents specified by RCW 29A.04.255, the secretary of state or the 
county auditor shall accept and file in his or her office electronic 
transmissions of the following documents: 

(a) The text of any proposed initiative, referendum, or recall 
measure and any accompanying documents required by law; 

(b) Any minor party or independent candidate filing material for 
president and vice president, except nominating petitions; 

(c) Lists of presidential electors selected by political parties 
or independent candidates; 

(d) Voted ballots and signed ballot declarations from service and 
overseas voters received no later than 8:00 p.m. on election day; 

(e) Resolutions from cities, towns, and other districts calling 
for a special election; 

(f£) Voter registration and cancellation forms, unless the form is 
illegible or the signature image is poor quality, requiring the county 
auditor to reject the form; 

(g) Signed ballot declarations, and any accompanying materials, 
submitted pursuant to RCW 29A.60.165 and WAC 434-261-050; and 
(h) Requests to withdraw. 
(2) If payment of a fee is required, the electronic filing is not 
complete until the fee is received. 

(3) No initiative, referendum, recall, or other signature peti- 
tions may be filed electronically. 

(4) County auditors must use best practices provided by the sec- 
retary of state for securely handling documents received by fax and 
email. 


OTS-4855.4 


AMENDATORY SECTION (Amending WSR 11-24-064, filed 12/6/11, effective 
1/6/12) 


WAC 434-215-040 ( (Filing notifieation-)) Online filing—Contin- 
gency plan. ( ( j 7 
fited—awH+h—_the—_ecountyaucdites-)) In the event of an internet outage or 
disruption to the office of the secretary of state's online candidate 
filing system, declarations of candidacy and filing fees for offices 


that file with the secretary of state may be received in person by any 
county auditor during the last two hours of the filin eriod. All in- 


formation listed on the declaration of candidacy for these offices 
must be ((sent—etectronicatty)) transmitted to the secretary of state 
( (the—same—dey)) as soon as practicable after the filing was accepted. 
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OTS-4849.1 


AMENDATORY SECTION (Amending WSR 17-12-090, filed 6/6/17, effective 
7/71/17) 


WAC 434-215-065 Withdrawal of candidacy. Consistent with RCW 
29A.24.131, a candidate may withdraw ((ħł+s—es—he+*)) their declaration 
of candidacy at any time before ( (#he-etese-of business)) 5:00 p.m. on 
the Monday following the last day for candidates to file. The candi- 
date must file a signed request that ((ħh+s—es—he*)) their name not be 
printed on the ballot. This request to withdraw must be filed with the 
officer who accepted the declaration of candidacy. A request to with- 
draw may be filed electronically. Once filed, the withdrawal cannot be 
revoked. There shall be no withdrawal period for declarations of can- 
didacy filed during special filing periods. 


OTS-4850.1 


AMENDATORY SECTION (Amending WSR 17-12-090, filed 6/6/17, effective 
7/71/17) 


WAC 434-230-025 Order of offices. Measures and offices must be 
listed in the following order, to the extent that they appear on a 
primary or election ballot: 

( itiatives to the people; 
ferendum measures; 
ferendum bills; 
itiatives to the legislature and any alternate proposals; 
Achrisery—vetes; 
Proposed constitutional amendments (senate joint resolu- 

house joint resolutions); 

(6) Countywide ballot measures; 

(7) President and vice president of the United States; 
(8) United States senator; 

2) United States representative; 

Governor; 
Lieutenant governor; 

Secretary of state; 

tate treasurer; 

tate auditor; 

ttorney general; 

ommissioner of public lands; 
uperintendent of public instruction; 
urance commissioner; 

tate senator; 

tate representative; 

ounty officers; 

ustices of the supreme court; 

udges of the court of appeals; 

udges of the superior court; and 
udges of the district court. 


~ 
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For all other jurisdictions, the offices in each jurisdiction 
shall be grouped together and listed by position number according to 
county auditor procedures. 


OTS-4851.3 


AMENDATORY SECTION (Amending WSR 22-10-041, filed 4/27/22, effective 
5/28/22) 


WAC 434-232-040 Information pertaining to primary-only voters, 
when disclosable. (1) Pursuant to RCW 29A.08.720, personally identi- 
fiable information from the voter registration record is exempt from 
public inspection and copying until the voter is 18 years of age, 

( (exeept—tox—_the—_purpese_of preeessingancd delivering batiets)) or un- 
til the person is eligible to participate in the next presidential 
primary, primary, or election. 

(2) Pursuant to RCW 29A.40.130, ballot issuance and return infor- 
mation for a primary-only voter, excluding the date of birth, gender, 
and address, is subject to public disclosure at the time of ballot is- 
suance by the county auditor for a presidential primary or primary 
that the voter is eligible to participate in. 

(3) Pursuant to RCW 29A.08.170, a person who signs up to register 
to vote must remain as a "future voter" as defined by RCW 29A.04.070 
until such time as they will be eligible to vote in the next election. 
The voter registration information is exempt from public inspection 
and copying until they are 18 years of age or until the person is eli- 
gible to participate in the next presidential primary, primary, or 


election. (( 


OTS-4847.1 


AMENDATORY SECTION (Amending WSR 21-21-001, filed 10/6/21, effective 
11/6/21) 


WAC 434-261-005 Definitions. (1) "Manual inspection" is the 
process of inspecting each voter response position on each voted bal- 
lot. Inspection is performed as part of the initial processing; 

(2) "Ballot duplication" is the process of making a true copy of 
valid votes from a physically damaged ballot or a ballot that is un- 
readable or uncountable by the tabulation system onto a paper or elec- 
tronic blank ballot to ensure the ballot may be correctly tabulated by 
the tabulation system. The original ballot may not be altered. Teams 
of two or more people working together must duplicate ballots accord- 
ing to voter intent as per WAC 434-261-086. A log of duplicated bal- 
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lots; 


(3) "Ballot resoluti 
ted electronic ballot ima 


<~ 


ing to the voter's intent. 


as per WAC 434-261-086 an 


lots must be signed by the two or more people who duplicated the bal- 


on" is the process of making changes on a vo- 


ge to ensure the ballot is tabulated accord- 


d the original 


The changes must reflect the voter intent 


ballot may not be altered. 


Changes must be made by teams of two or more people working together. 
A log of resolved ballots must be signed by the two or more people re- 


solving the ballots; 
(4) "Readable ballot 


" is any ballo 


lying system can accept a 


nd read as the 


tion, and that meets the 
ject to the provisions co 
(5) "Unreadable ball 


t that the certified vote tal- 
voter intended without altera- 


standards of the county canvassing board sub- 


ntained in this title; 


vote tallying system as t 
able ballots may subseque 
trative rules; 

(6) "Valid signature 
voter eligible to vote in 
(a) A signature veri 
voter registration file a 
( (e£) ) 

(b) A mark witnessed 

(c) A signature veri 


ot" is any ballot that cannot be read by the 


he voter intended without alteration. Unread- 


by two people 


ntly be counted as provided by these adminis- 


" on a ballot declaration for a registered 
the election is: 
fied against the voter's signature in the 
ttesting to the voter registration oath; 


; Or 


fied against the voter's signature in the 


voter registration file a 


ttesting to the ballot declaration. 


(7) "Overvote" is vo 
of selections allowed in 
ure does not count in the 


with the instruction, "vo 
(8) "Undervote" is n 
(9) "Election observ 
county political party ce 
counting of ballots and r 
(10) "Seal log" is a 


tes cast for more than the permissible number 


a race or measure. An overvoted race or meas- 
final tally of that race or measure. Example 
of an overvote would be voting for two candidates in a single race 


te for one"; 


o selections made for a race or measure; 
ers" means those persons designated by the 
ntral committee chairperson to observe the 
elated elections procedures; 


attached or removed from 


log documenting each time a numbered seal is 


a ballot container. The log must include the 
seal number, date, and identifying information of persons attaching or 


removing the seal. Follow 


ballot container. 


OTS-4857.1 


ing certification of the election, the seal 
log must include documentation as to why the seal was removed from a 


AMENDATORY SECTION (Amending WSR 20-13-043, filed 6/10/20, effective 


7/11/20) 


WAC 434-324-090 Cancellation due to death—Process. (1) An au- 


ditor must cancel the voter registration records of a deceased voter 


as authorized by RCW 29A. 
(2) In addition to c 


08.510. 


omparing a list of deceased persons prepared 


by the registrar of vital 
pursuant to RCW 29A.08.51 
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istration records with deceased persons' information from the Social 
Security Administration. Comparisons must be conducted on a monthly 
basis. For any potential matches identified through the registrar of 
vital statistics or Social Security Administration, the secretary must 
confirm that the dates of birth are identical. The secretary must gen- 
erate a county list of matching names, identified as potentially de- 
ceased voters, and provide the names to each auditor electronically. 
The auditor must review the list and approve or reject the proposed 
cancellations. The secretary may assist the auditor with this review. 

(3) The county auditor must remove a participant from the future 
voter program established under RCW 29A.08.170 upon receipt of docu- 
mentation from Vital Statistics, Social Security Administration, offi- 
cial death certificate, or written confirmation from another regis- 
tered voter that the participant is deceased. 


OTS-4854.2 


AMENDATORY SECTION (Amending WSR 14-06-040, filed 2/26/14, effective 
3/29/14) 


WAC 434-381-120 Deadlines. (1) Candidate statements and photo- 
graphs shall be submitted to the secretary of state no later than 
( (¢he Feidaey)) 11 days following the last day of the filing period. 

(a) A declared primary election write-in candidate may submit a 
statement and photograph to the secretary of state no later than the 
Tuesday following the primary election. 

(b) An unopposed candidate on the primary ballot may submit a re- 
vised statement only when a write-in candidate for the same position 
files a declaration of candidacy. The revised statement must be re- 
ceived no later than the Tuesday following the primary election. 

(2) For ballot measures, including initiatives, referenda, alter- 
natives to initiatives to the legislature, and constitutional amend- 
ments, the following documents shall be filed with the secretary of 
state on or before the following deadlines: 

(a) Appointments of the initial two members of committees to pre- 
pare arguments for and against measures: 

(i) For an initiative to the people or referendum measure: No 
later than seven business days after the submission of signed peti- 
tions to the secretary of state; 

(ii) For an initiative to the legislature, with or without an al- 
ternative, constitutional amendment or referendum bill, no later than 
seven business days after the adjournment of the regular or special 
session at which the legislature approved or referred the measure to 
the ballot; 

(b) Appointment of additional members of committees to prepare 
arguments for and against ballot measures, no later than the date the 
committee submits its initial argument to the secretary of state; 

(c) For arguments for or against a ballot measure: 

(i) For an initiative to the people or referendum measure: No 
later than ((#eR)) 10 business days following appointment of the ini- 
tial committee members; 
(ii) For an initiative to the legislature, with or without an al- 
ternative, constitutional amendment or referendum bill, no later than 
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New Sections: 


test safety 
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ublic safe- 


WAC 296-46B-235 Branch circuits, feeders, and services over 1,000 

volts ac, 1,500 volts dc nominal. 

e Creates a new section for an exception to not restrict wiring 
methods when proper overcurrent protection is provided. 

WAC 296-46B-692 Fuel cell systems. 
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° Creates a new section requiring installers to provide a system 
design review defined under WAC 296-46B-100 that will likely im- 
prove conformance to code requirements intended to protect life 
and property. 


WAC 296-46B-710 Standalone systems. 


° Creates a new section to implement a design review requirement 
for standalone systems. 


Amended Sections: 
WAC 296-46B-010 General. 


e Amends references to adopt the 2023 NEC (NFPA 70-2023), which is 
the latest version of the code published in September 2022. 

e Amends language to automatically adopt the latest published ver- 
sions of the American National Standards Institute and Telecommu- 


nications Industry Association (ANSI/TIA) codes and National 
Electrical Safety Codes (NESC). 


° Removes references to the Electronic Industries Alliance (EIA), 
as this organization no longer exists. 
e Amends language for general housekeeping, such as updating refer- 


ences, clarifying language, removing obsolete language, renumber- 
ing subsections, etc. 


WAC 296-46B-100 General definitions. 


° Adds a new definition to define the meaning of "equivalent ap- 
prenticeship program," due to the passage of SSB 6126, chapter 
249, Laws of 2018. 

° Amends the definitions of "WAC" and "RCW" to clarify that only 
electronic copies of the electrical laws and rules are available 
from L&I and the office of the code reviser. 


WAC 296-46B-110 General—Requirements for electrical installations. 


e Amends language for general housekeeping, such as punctuation and 
updating the section title. 


WAC 296-46B-210 Wiring and protection—Branch circuits. 


° Adds language that does not require future provisions for recep- 
tacle outlets installed on islands or peninsular countertops or 
work surfaces. 


e Adds language that clarifies "accessible" locations for equipment 
that requires servicing outdoors, as the code is unclear. 
° Amends the section title for consistency with the 2023 NEC and to 


narrow content. 


WAC 296-46B-215 Wiring and protection—Feeders. 


° Amends the section title to narrow focus of content. 


WAC 296-46B-220 Wiring and protection—Branch circuit, feeder, and 
service calculations. 


° Amends the section title, header and references for consistency 
with the 2023 NEC. 


WAC 296-46B-225 Wiring and protection—Outside branch circuits and 
feeders. 


° Amends references related to feeder disconnecting means for uni- 
formity with the 2023 NEC. 
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e Amends language for general housekeeping, such as updating the 
section title and headers, clarifying language, and relocating 
and restructuring existing language. 


WAC 296-46B-230 Wiring and protection—Services. 


° Adds exceptions to wiring methods for service conductors within a 
building or structure when protected by customer owned supply 
side overcurrent protection. 


° Adds language that clarifies when an emergency disconnecting 
means must be installed if replacing existing equipment. 
° Amends language for general housekeeping, such as the section ti- 


tle, renumbering subsections, relocating language, and removing 
obsolete language. 


WAC 296-46B-240 Overcurrent protection. 


° Includes roofs in the requirement that overcurrent protection 
equipment enclosures be installed 24 inches above the surface. 

° Creates new subsections requiring documentation to assure [en- 
sure] that testing required by the NEC 240.67 and NEC 240.87 is 
performed. 


WAC 296-46B-250 Wiring and protection—Grounding and bonding. 


° Adds new language to clarify when concrete electrode requirements 
apply where additions are made to existing foundations. 
e Amends the section title to narrow focus of content. 


WAC 296-46B-300 Wiring methods and materials—Wiring methods. 


° Amends language for general housekeeping, such as updating sec- 
tion title and header and reference. 


WAC 296-46B-314 Wiring methods and materials—Outlet, device, pull, 
and junction boxes. 


° Adds a new subsection to clarify the locations acceptable for in- 
stalling ceiling-suspended (paddle) fans for consistency with 


L&I's existing practice. 

° Adds clarifying language to include device accessibility for con- 
sistency with the 2023 NEC. 

° Amends the section title and header for consistency with the 2023 
NEC and to narrow content. 


WAC 296-46B-334 Wiring methods and materials—Nonmetallic-sheathed ca- 


° Adds new language that clarifies wet or damp locations and condi- 
tions for installing non-metallic sheath (NM) cables for consis- 

tency with L&I's existing practice. 
° Amends the title for consistency with the 2023 NEC. 


WAC 296-46B-358 Wiring methods and materials—Electrical metallic tub- 


° Amends the title to narrow focus of content. 


WAC 296-46B-394 Wiring methods and materials—Concealed knob-and-tube 
wiring. 


° Updates table references for consistency with the 2023 NEC table. 
e Amends the title to narrow focus of content. 
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WAC 296-46B-408 Equipment for general use—Switchboards, switchgear, 
and panelboards. 


° Amends the title to narrow focus of content. 
WAC 296-46B-410 Equipment for general use—Luminaires. 


e Amends language for general housekeeping, such as updating sec- 
tion title and header, and term for use in the 2023 NEC. 


WAC 296-46B-422 Equipment for general use—Appliances. 


° Amends the title to narrow focus of content. 


WAC 296-46B-450 Equipment for general use—Transformers and transform- 
er vaults. 


° Amends the title and header for consistency with the 2023 NEC and 
to narrow focus of content. 

WAC 296-46B-501 Special occupancies NEC Class I locations. 

e Amends the title to narrow focus of content. 

WAC 296-46B-505 Class I, Zone 0, 1, and 2 locations. 

° Amends the title for consistency with the 2023 NEC. 

WAC 296-46B-513 Special occupancies—Aircraft hangars. 

e Amends the title to narrow focus of content. 


WAC 296-46B-514 Special occupancies—Motor fuel dispensing facilities. 


° Updated reference to align with the 2023 NEC. 
° Amends the title to narrow focus of content. 


WAC 296-46B-517 Special occupancies—Health care facilities. 


° Amends the title and header for consistency with the [2023] NEC 
and to narrow focus of content. 


WAC 296-46B-547 Special occupancies—Agricultural buildings. 


° Amends the title to narrow focus of content. 


WAC 296-46B-550 Special occupancies—Mobile homes, manufactured homes 
and mobile home parks. 


° Adds new language to allow for mounting of service equipment on 
mobile/manufactured homes if approved by the manufacturer. 
e Amends the title to narrow focus of content. 


WAC 296-46B-555 Special occupancies—Marinas, boatyards, floating 
buildings, and commercial and noncommercial docking facilities. 


° Amends language to clarify the meaning of corrosion resistant and 
provide information for what is acceptable. 
e Amends the title to narrow focus of content. 


WAC 296-46B-590 Special occupancies—Temporary installations. 


° Amends the title to narrow focus of content. 


WAC 296-46B-600 Special equipment—Electric signs and outline light- 
ing. 


° Amends the title to narrow focus of content. 


WAC 296-46B-620 Special equipment—Elevators. 
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focus of content. 


WAC 296-46B-680 Special equipment—Swimming pools, fountains, and sim- 
ilar installations. 


e Amends language for general housekeeping, such as updating the 
title, removing a header, and renumbering subsections. 


WAC 296-46B-690 Solar photovoltaic systems. 


° Adds new language to clarify availability of the design review 
defined under WAC 296-46B-100. 


WAC 296-46B-694 Wind electric systems. 


° Adds new language that clarifies the availability of the design 
review defined under WAC 296-46B-100. 


WAC 296-46B-700 Emergency systems. 


° Adds new requirements for selective coordination when overcurrent 
devices are replaced for consistency with the 2023 NEC. 

° Amends header for consistency with the 2023 NEC. 

WAC 296-46B-701 Legally required standby systems. 

° Adds new requirements for selective coordination when overcurrent 
devices are replaced for consistency with the 2023 NEC. 

° Amends header for consistency with the 2023 NEC. 

WAC 296-46B-702 Optional standby systems. 

° Amends the requirements pertaining to placing signs for consis- 


tency with the 2023 NEC. 
WAC 296-46B-705 Interconnected electric power production sources. 


° Adds new subsection requiring installers to provide a system de- 
sign review for interconnected electric power production sources. 


WAC 296-46B-800 Communications systems—Communications circuits. 


° Amends the title and header for consistency with the 2023 NEC and 
to narrow focus of content. 


WAC 296-46B-908 Class B permits. Class B electrical work permit—Use. 


° Amends language to extend the validity of Class B permits to 120 
days to allow more time for installations. 


WAC 296-46B-920 Electrical/telecommunications license/certificate 
types and scope of work. 


e Updates the (06A) scope of work to allow these electricians to 
perform certain work when it is directly related to the mini- 
split HVAC refrigeration systems, install lower rated overcurrent 
devices that are compatible with replacement gas or oil furnaces, 
and install devices to protect sensitive electronics in HVAC/ 
refrigeration equipment. 

e Amends language for general housekeeping, such as relocating and 
restructuring requirements for the (06A) and (06B) scopes of 
work, clarifying language, updating references, renumbering sub- 
sections, etc. 
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WAC 296-46B-925 Electrical/telecommunications contractor's license. 
General. 


° Amends subsection numbers for consistency with SB 6170, chapter 
153, Laws of 2020. 


WAC 296-46B-942 Training certificate required. General. 


° Amends language to clarify the submittal requirements for affida- 
vits to streamline the process. 
e Removes obsolete language. 


WAC 296-46B-960 Administrator and electrician certificate of competen- 
cy examinations. General. 


e Amends language that allows special accommodations for candidates 
with language barriers when taking the electrician certificate of 
competency examination. This also includes: 
O Removing the requirement for a notarized release to discuss 

matters, written opinion from a physician or other appropri- 


ate specialist is adequate. 

O Amending the order of actions necessary for approval of a 
special accommodations request. 

O Streamlines requirements an applicant with limit English 


proficiency to request an accommodation. 


Repealed Section: 
WAC 296-46B-406R Equipment for general use—Receptacles. 


e Repeals the rule as these requirements are obsolete and now ad- 
dressed in 2023 NEC 406.12. 


WAC 296-46B-440 Air conditioning and refrigerating equipment. 


e Repeals the rule to align with NEC 440.8 that may consider split 
systems a "single machine" under certain conditions. 


Reasons Supporting Proposal: NEC sets the standard for safe elec- 
trical design, installation and inspection in homes, businesses, in- 
dustry, and institutions to protect people and property from electri- 
cal hazards. These rules are necessary to ensure the new safety codes 
that affect electrical work align with existing rules and Washington 
state is consistent with other states that regulate the industry. 
Statutory Authority for Adoption: Chapter 19.28 RCW, Electricians 
and electrical installations, including RCW 19.28.031 and 19.28.251. 
Statute Being Implemented: Chapter 19.28 RCW, Electricians and 
electrical installations, including RCW 19.28.031 and 19.28.251. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: L&I, governmental. 

Name of Agency Personnel Responsible for Drafting: Wayne Moles- 
worth, Program Manager, Tumwater, Washington, 360-902-6234; Implemen- 
tation and Enforcement: Steve Reinmuth, Assistant Director, Tumwater, 
Washington, 360-902-6348. 

A school district fiscal impact statement is not required under 
RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.328. A pre- 
liminary cost-benefit analysis may be obtained by contacting Meagan 
Edwards, L&I, Field Services and Public Safety, P.O. Box 44400, Olym- 
pia, WA 98504-4400, phone 360-522-0125, fax 360-902-6134, email 
Meagan. Edwards@Lni.wa.gov. 


Certified on 12/14/2023 [29 y WSR Issue 23-24 - Proposed 


Washington State Register, 


This rule proposal, 


Is exempt under RCW 19.85.025(3) as th 
corporating by reference without 


Issue 23-24 


or portions of the proposal, 
requirements of the Regulatory Fairness Act 


rules ar 


WSR 23-24-084 


is exempt from 
t because the proposal: 


adopting or in- 


material change federal 


tatutes or regulations, 
ther Washington state agencies, 
ther than 
ignificance, or, 
ional consensus codes 
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corporating rule; 
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tuoo 
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and conduct as 
and rules only correct 
address or name changes, 


Washington state statutes, rules of 
shoreline master programs 
those programs governing shorelines of statewide 
as referenced by Washington state law, 
that generally establish 
if the material adopted or incorporated regulates 
the adopting or in- 
typographical er- 
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industry 


or clarify language of a 


Explanation of partial exemptions: 


This proposed 
rule section is 
not exempt - 
Proposed WAC Sections Analysis is This proposed rule section is exempt. 
and Title required Provide RCW to support this exemption. 

1. WAC 296-46B-010 This section is exempt under RCW 34.05.310 (4)(c) and 

General. 34.05.310 (4)(d) because it adopts national consensus codes that 
generally establish industry standards and changes that only 
clarify language of a rule without changing the substance or 
effect of requirements. 

2: WAC 296-46B-100 General X 
definitions. 

3. WAC 296-46B-110 General This section is exempt under RCW 34.05.310 (4)(d) because 
—Requirements for it adopts changes that clarify language of a rule without changing 
electrical installations. the substance or effect of requirements. 

4. WAC 296-46B-210 Wiring X 
and protection—Branch 
circuits. 

5. WAC 296-46B-215 Wiring This section is exempt under RCW 34.05.310 (4)(d) because 
and protection—Feeders. it adopts changes that clarify language of a rule without changing 

the substance or effect of requirements. 

6. WAC 296-46B-220 Wiring This section is exempt under RCW 34.05.310 (4)(c) and 
and protection—Branch 34.05.310 (4)(d) because it adopts national consensus codes that 
circuit, feeder, and service generally establish industry standards and changes that only 
calculations. clarify language of a rule without changing the substance or 

effect of requirements. 

7. WAC 296-46B-225 Wiring This section is exempt under RCW 34.05.310 (4)(c) and 
and protection—Outside 34.05.310 (4)(d) because it adopts national consensus codes that 
branch circuits and feeders. generally establish industry standards and changes that only 

clarify language of a rule without changing the substance or 
effect of requirements. 

8. WAC 296-46B-230 Wiring X 
and protection—Services. 

9. WAC 296-46B-235 Branch X 
circuits, feeders, and 
services over 1,000 volts act 
[ac], 1,500 volts dc 
nominal. 

10. | WAC 296-46B-240 X 
Overcurrent protection. 
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This proposed 
rule section is 
not exempt - 
Proposed WAC Sections Analysis is This proposed rule section is exempt. 
and Title required Provide RCW to support this exemption. 

11. | WAC 296-46B-250 Wiring X 
and protection—Grounding 
and bonding. 

12. | WAC 296-46B-300 Wiring This section is exempt under RCW 34.05.310 (4)(d) because 
methods and materials— it adopts changes that clarify language of a rule without changing 
Wiring methods. the substance or effect of requirements. 

13. | WAC 296-46B-314 Wiring X 
methods and materials— 

Outlet, device, pull, and 
junction boxes. 

14. | WAC 296-46B-334 Wiring X 
methods and materials— 
Nonmetallic-sheathed cable. 

15. | WAC 296-46B-358 Wiring This section is exempt under RCW 34.05.310 (4)(d) because 
methods and materials— it adopts changes that clarify language of a rule without changing 
Electrical metallic tubing. the substance or effect of requirements. 

16. | WAC 296-46B-394 Wiring This section is exempt under RCW 34.05.310 (4)(c) and 
methods and materials— 34.05.310 (4)(d) because it adopts national consensus codes that 
Concealed knob-and-tube generally establish industry standards and changes that only 
wiring. clarify language of a rule without changing the substance or 

effect of requirements. 

17. | WAC 296-46B-406R As this is being repealed. 

Equipment for general use 
— Receptacles. 

18. | WAC 296-46B-408 X This section is exempt under RCW 34.05.310 (4)(d) because 
Equipment for general use it adopts changes that clarify language of a rule without changing 
—Switchboards, the substance or effect of requirements. 
switchgear, and 
panelboards. 

19. | WAC 296-46B-410 This section is exempt under RCW 34.05.310 (4)(d) because 
Equipment for general use it adopts changes that clarify language of a rule without changing 
—Luminaires. the substance or effect of requirements. 

20. | WAC 296-46B-422 This section is exempt under RCW 34.05.310 (4)(d) because 
Equipment for general use it adopts changes that clarify language of a rule without changing 
—Appliances. the substance or effect of requirements. 

21. | WAC 296-46B-440 Air As this is being repealed. 
conditioning and 
refrigerating equipment. 

22. | WAC 296-46B-450 This section is exempt under RCW 34.05.310 (4)(d) because 
Equipment for general use it adopts changes that clarify language of a rule without changing 
—Transformers and the substance or effect of requirements. 
transformer vaults. 

23. | WAC 296-46B-501 Special This section is exempt under RCW 34.05.310 (4)(d) because 
occupancies NEC Class I it adopts changes that clarify language of a rule without changing 
locations. the substance or effect of requirements. 

24. | WAC 296-46B-505 Class I, This section is exempt under RCW 34.05.310 (4)(d) because 
Zone 0, 1, and 2 locations. it adopts changes that clarify language of a rule without changing 

the substance or effect of requirements. 

25. | WAC 296-46B-513 Special This section is exempt under RCW 34.05.310 (4)(d) because 


occupancies—Aircraft 
hangars. 


it adopts changes that clarify language of a rule without changing 
the substance or effect of requirements. 
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This proposed 
rule section is 
not exempt - 
Proposed WAC Sections Analysis is This proposed rule section is exempt. 
and Title required Provide RCW to support this exemption. 

26. | WAC 296-46B-514 Special This section is exempt under RCW 34.05.310 (4)(c) and 
occupancies—Motor fuel 34.05.310 (4)(d) because it adopts national consensus codes that 
dispensing facilities. generally establish industry standards and changes that only 

clarify language of a rule without changing the substance or 
effect of requirements. 

27. | WAC 296-46B-517 Special This section is exempt under RCW 34.05.310 (4)(d) because 
occupancies—Health care it adopts changes that clarify language of a rule without changing 
facilities. the substance or effect of requirements. 

28. | WAC 296-46B-547 Special This section is exempt under RCW 34.05.310 (4)(d) because 
occupancies—A gricultural it adopts changes that clarify language of a rule without changing 
buildings. the substance or effect of requirements. 

29. | WAC 296-46B-550 Special X 
occupancies—Mobile 
homes, manufactured 
homes and mobile home 
parks. 

30. | WAC 296-46B-555 Special This section is exempt under RCW 34.05.310 (4)(c) and 
occupancies—Marinas, 34.05.310 (4)(d) because it adopts national consensus codes that 
boatyards, floating generally establish industry standards and changes that only 
buildings, and commercial clarify language of a rule without changing the substance or 
and noncommercial docking effect of requirements. 
facilities. 

31. | WAC 296-46B-590 Special This section is exempt under RCW 34.05.310 (4)(d) because 
occupancies—Temporary it adopts changes that clarify language of a rule without changing 
installations. the substance or effect of requirements. 

32. | WAC 296-46B-600 Special This section is exempt under RCW 34.05.310 (4)(d) because 
equipment—Electric signs it adopts changes that clarify language of a rule without changing 
and outline lighting. the substance or effect of requirements. 

33. | WAC 296-46B-620 Special This section is exempt under RCW 34.05.310 (4)(d) because 
equipment—Elevators. it adopts changes that clarify language of a rule without changing 

the substance or effect of requirements. 

34. | WAC 296-46B-680 Special This section is exempt under RCW 34.05.310 (4)(c) and 
equipment—Swimming 34.05.310 (4)(d) because it adopts national consensus codes that 
pools, fountains, and similar generally establish industry standards and changes that only 
installations. clarify language of a rule without changing the substance or 

effect of requirements. 

35. | WAC 296-46B-690 Solar X 
photovoltaic systems. 

36. | WAC 296-46B-692 Fuel X 
cell systems. 

37. | WAC 296-46B-694 Wind X 
electric systems. 

38. | WAC 296-46B-700 This section is exempt under RCW 34.05.310 (4)(c) and 
Emergency systems. 34.05.310 (4)(d) because it adopts national consensus codes that 

generally establish industry standards and changes that only 
clarify language of a rule without changing the substance or 
effect of requirements. 

39. | WAC 296-46B-701 Legally This section is exempt under RCW 34.05.310 (4)(c) and 
required standby systems. 34.05.310 (4)(d) because it adopts national consensus codes that 

generally establish industry standards and changes that only 
clarify language of a rule without changing the substance or 
effect of requirements. 

40. | WAC 296-46B-702 This section is exempt under RCW 34.05.310 (4)(c) because it 


Optional standby systems. 


adopts national consensus codes that generally establish industry 
standards. 


Certified on 12/14/2023 


30 J WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-084 


This proposed 
rule section is 
not exempt - 

Proposed WAC Sections Analysis is This proposed rule section is exempt. 
and Title required Provide RCW to support this exemption. 


41. | WAC 296-46B-705 X 
Interconnected electric 
power production sources. 


42. | WAC 296-46B-710 X 
Standalone systems. 


43. | WAC 296-46B-800 This section is exempt under RCW 34.05.310 (4)(d) because 
Communications systems— it adopts changes that clarify language of a rule without changing 
Communications circuits. the substance or effect of requirements. 


44. | WAC 296-46B-908 Class B X 
permits. Class B electrical 
work permit—Use. 


45. | WAC 296-46B-920 X 
Electrical/ 
telecommunications license/ 
certificate types and scope 
of work. 


46. | WAC 296-46B-925 This section is exempt under RCW 34.05.310 (4)(d) because 
Electrical/ it adopts changes that clarify language of a rule without changing 
telecommunications the substance or effect of requirements. 
contractor's 
license. General. 


47. | WAC 296-46B-942 X 
Training certificate 
required. General. 


48. | WAC 296-46B-960 X 
Administrator and 
electrician certificate of 
competency 
examinations. General. 


The proposed rule does not impose more-than-minor costs on busi- 
nesses. Following is a summary of the agency's analysis showing how 
costs were calculated. As documented in the cost-benefit analysis, the 
changes that are not exempt under the Regulatory Fairness Act under 
RCW 19.85.030 do not have any new compliance costs for businesses. 
Most changes increase flexibility by adding options for compliance. 
Other changes include expanding the scope [of] work for 06A electri- 
cians may choose to perform and changes to ensure that existing re- 
quired documentation be available to inspectors. 


December 5, 2023 
Joel Sacks 
Director 
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(b) The local government jurisdiction must identify, as accepta- 
ble, the controller cabinet or system component(s) with an identifica- 
tion plate. The identification plate must be located inside the cabi- 
net and may be attached with adhesive. 
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"Fished wiring" is when cable or conduit is installed within the 
finished surfaces of an existing building or building structure (e.g., 
wall, floor or ceiling cavity). 
"Household appliance" means utilization equipment installed in a 
dwelling unit that is built in standardized sizes or types and is in- 
stalled or connected as a unit to perform one or more household func- 
tions such as food preparation, cooking, and cleaning. Includes appli- 
ances typically installed in a dwelling unit kitchen, clothes washing, 
drying, and water heating appliances, portable room air conditioning 
units and portable heaters, etc. Fixed electric space-heating equip- 
ment covered in NEC 424 (furnaces, baseboard and wall heaters, lec- 
tric heat cable, etc.) and fixed air-conditioning/heat pump equipment 
(NEC 440) are not household appliances. Household appliance does not 
mean any utilization equipment that: 

(a) Supplies electrical power, other than Class 2, to other uti- 
lization equipment; or 

(b) Receives electrical power, other than Class 2, through other 
utilization equipment. 

HVAC/refrigeration specific definitions: 


(a) "HVAC/refrigeration" means heating, ventilation, air condi- 
tioning, and refrigeration. 

(b) "HVAC/refrigeration component" means electrical power and 
limited energy components within the "HVAC/refrigeration system," in- 


cluding, but not limited to: Pumps, compressors, motors, heating 
coils, controls, switches, thermostats, humidistats, low-voltage damp- 
er controls, outdoor sensing controls, outside air dampers, stand- 
alone duct smoke detectors, air monitoring devices, zone control 
valves and equipment for monitoring of HVAC/refrigeration control pan- 
els and low-voltage connections. This definition excludes equipment 
and components of non-"HVAC/refrigeration control systems." 

(c) "HVAC/refrigeration control panel" means an enclosed, manu- 
factured assembly of electrical components designed specifically for 
the control of a HVAC/refrigeration system. Line voltage equipment 
that has low voltage, NEC Class 2 control or monitoring components in- 
cidental to the designed purpose of the equipment is not an HVAC/ 
refrigeration control panel (e.g., combination starters). 

(d) "HVAC/refrigeration control system" means a network system 
regulating and/or monitoring a HVAC/refrigeration system. Equipment of 
a HVAC/refrigeration control system includes, but is not limited to: 
Control panels, data centers, relays, contactors, sensors, and cables 
related to the monitoring and control of a HVAC/refrigeration sys- 
tem(s). 
(e) "HVAC/refrigeration equipment" means the central unit primary 
to the function of the "HVAC/refrigeration system." HVAC/refrigeration 
includes, but is not limited to: Heat pumps, swamp coolers, furnaces, 
compressor packages, and boilers. 

(£) "HVAC/refrigeration system" means a system of HVAC/refrigera- 
tion: Wiring, equipment, and components integrated to generate, deliv- 
er, or control heated, cooled, filtered, refrigerated, or conditioned 
air. This definition excludes non-HVAC/refrigeration control systems 
(e.g., fire alarm systems, intercom systems, building energy manage- 
ment systems, and similar non-HVAC/refrigeration systems). 

"IBC" means the International Building Code. Copies of the IBC 
are available from the International Code Council. 

An "individual" or "party" or "person" means an individual, firm, 
partnership, corporation, association, government subdivision or unit 
thereof, or other entity. 
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(a) Is located in a vault, room, closet, or similar enclosure 
that is secured by a lock or seal so that access is restricted to the 
utility's personnel; or 
(b) The utility is obligated by contract to maintain the equip- 
ment and the contract provides that access to the equipment is re- 
stricted to the utility's personnel or other qualified personnel. 

iO ira Doa Underwriters Laboratory. 

"Utility" means an electrical utility. 

"Utility system" means electrical equipment owned by or under the 
control of a serving utility that is used for the transmission or dis- 
tribution of electricity from the source of supply to the point of 
contact and is defined in section 90.2 (b) (5) of the National Electri- 
cal Code, 1981 edition (see RCW 19.28.010(1)). 

"Utilization voltage" means the voltage level employed by the 
utility's customer for connection to lighting fixtures, motors, heat- 
ers, or other electrically operated equipment other than power trans- 
formers. 

"Variance" is a modification of the electrical requirements as 
adopted in chapter 19.28 RCW or any other requirements of this chapter 
that may be approved by the chief electrical inspector if assured that 
equivalent objectives can be achieved by establishing and maintaining 

ffective safety. 

"WAC" means the Washington Administrative Code. Electronic copies 
of this chapter of the WAC are available from the department and the 
office of the code reviser (https://leg.wa.gov/codereviser). 


AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-110 General ((—)) requirements for electrical in- 
stallations. 


003 Examination, identification, installation, ((and)) use, and 


listing (product certification) of equipment. 


(1) Listed electrical conduit can only be installed and used in 
accordance with its listing (i.e., as an electrical raceway for elec- 
trical conductors). If used as a sleeve for electrical conductors or 
other listed electrical conduits, the installation of a listed elec- 
trical conduit will be assumed to be for use as an electrical raceway 
and must be installed as allowed by chapter 19.28 RCW and this chapter 


(e.g., owner exemption, electrical contractor, etc.). 


EXCEPTION: Electrical nonmetallic elbow fittings may be connected to piping other than electrical conduit for the purposes of enclosing mechanical 
piping systems provided the elbows are distinctively marked to indicate their use as nonelectrical fittings prior to installation. For 
underground installations outside of buildings, elbows used for purposes other than electrical must be substantially painted to match the 
color of piping to which they are connected. 


011 Deteriorating agents. 

(2) Electrical equipment and wiring that has been submerged or 
exposed to water must comply with the following: 

(a) All breakers, fuses, controllers, receptacles, lighting 
switches/dimmers, electric heaters, and any sealed device/equipment 
(e.g., relays, contactors, etc.) must be replaced. 

(b) All other electrical equipment (e.g., wiring, breaker panel- 
boards, disconnect switches, switchgear, motor control centers, boiler 
controls, HVAC/R equipment, electric motors, transformers, appliances, 
water heaters, and similar appliances) must be replaced or recondi- 
tioned by the original manufacturer or by its approved representative. 
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B) Other than dwelling units - GFCI requirements. 
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engineer's mark and signature who is registered under chapter 18.43 
RCW. The diagram must show: 

(c) All services including: Wire size(s), wire type(s), service 
size(s) (e.g., voltage, phase, ampacity), overcurrent protection, 
available symmetrical fault current at the service point, equipment 
short-circuit rating, total load before and after demand factors have 
been applied including any demand factors used, and a panel schedule 
where multiple disconnecting devices are present; and 

(d) All feeders including: Wire size(s), wire type(s), feeder 
size(s) (e.g., voltage, phase, ampacity), overcurrent protection, to- 
tal calculated load before and after demand factors have been applied 
including any demand factors used, and a panel schedule(s) where mul- 
tiple disconnecting devices are present. 

If the installer deviates, in any way, from the service/feeder 
design shown on the diagram, a supplemental diagram must be supplied 
to the inspector showing the most recent design before inspection can 
proceed. Load reductions and moving branch circuit locations within a 
panelboard do not require a supplemental diagram. Written documenta- 
tion must also be provided to the inspector that the supplemental dia- 
gram was provided to the project owner at the time of submission to 
the inspector. 

The diagram must be available on the job site during the inspec- 
tion process. 

010 Ground fault protection testing. 

(3) Equipment ground fault protection systems required by the NEC 
must be tested prior to being placed into service to verify proper in- 
stallation and operation of the system as determined by the manufac- 
turer's published instructions. This test or a subsequent test must 
include all system feeders unless the installer can demonstrate, in a 
manner acceptable to the inspector, that there are no grounded conduc- 
tor connections to the feeder(s). A firm having qualified personnel 
and proper equipment must perform the tests required. A copy of the 
manufacturer's performance testing instructions and a written perform- 
ance acceptance test record signed by the person performing the test 
must be available at the time of inspection. The performance accept- 
ance test record must include test details including, but not limited 
to, all trip settings and measurements taken during the test. 


AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-220 ( (Wiring—and—pretection—) )Branch circuit, feed- 
er, and service calculations. 


((942)) 042 Lighting load calculations. 

In determining feeder and service entrance conductor sizes and 
equipment ratings, a building that is designed and constructed to com- 
ply with the currently adopted Washington state energy code unit 
lighting power allowance table and footnotes may be used in lieu of 
NEC ((220-4+2)) 220.42. The requirements of NEC ( (220.4+2+446}) ) 
220.42(B), items 1, 2, and 3 do not apply. 
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AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-225 ( (Wiring—and—pretection—) )Outside branch cir- 
cuits and feeders. 


019 Clearances from buildings for conductors of not over 1,000 
volts, nominal. 

(1) Add the following exception to NEC 225.19(A): Where the volt- 
age between conductors does not exceed 300 and the roof area is guar- 
ded or isolated, a reduction in clearance to ((3)) three feet shall be 
permitted. 

((932)) 031(B) Location of outside feeder disconnecting means. 

(2) The disconnecting means required by NEC ( (225-32)) 225.31 (B) 
must be provided to disconnect all ungrounded conductors that supply 
or pass through a building/structure in accordance with the require- 
ments of NEC ((225.32)) 225.31(B) with the following exceptions. 

(a) Outside location: A feeder disconnecting means, including 
that required by NEC 700, 701, or 702 for a generator, is considered 
in the building if installed on the outside of the building/structure 
or within sight and within ( (#+fteen)) 15 feet of the building/struc- 
e. The building disconnecting means may supply only one building/ 
ucture unless the secondary building(s)/structure(s) has a separate 
lding disconnecting means meeting the requirements of the NEC and 

s subsection. The disconnecting means must have an identification 
plate with at least one-half-inch high letters identifying: 

(i) The building/structure served; and 

(ii) Its function as the building/structure main disconnect(s). 

(b) Inside location: The feeder disconnecting means ( (me;be—is- 

Lied ; “a buildi ; ' ; ocd 


u 
ee 
H- H-B H 


must comply with NEC 


036 Suitable for use as service equipment. 
(3) A generator disconnecting means installed per subsection 


(2) (a) ((e*—-+6+)) of this section, is not required to be suitable for 

use as service equipment. 
4) A generator disconnecting means installed per subsection 

(2) (b) of this section, is not required to be suitable for use as 

service equipment when there is a feeder disconnecting means, located 


elsewhere on the premises, with overcurrent protection sized for feed- 
er conductors. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-230 ( (Wiring—and pretection—) ) Services. 


001 General service requirements. 

(1) The owner, the owner's agent, or the electrical contractor 
making the installation must consult the serving utility regarding the 
utility's service entrance requirements for equipment location and me- 
ter equipment requirements before installing the service and equip- 
ment. Provisions for a meter and related equipment, an attachment of a 
service drop, or an underground service lateral must be made at a lo- 
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cation acceptable to the serving utility. The point of contact for a 


service drop must permit 


the clearances required by the NEC. 


(2) A firewall must have a minimum two-hour rating as defined by 
the local building official to be considered a building separation in 
accordance with Article 100 NEC. 

(3) The height of the center of the service meter must be as re- 
quired by the serving utility. Secondary instrument transformer meter- 
ing conductor(s) are not permitted in the service raceway. 

028 Service or other masts. 

(4) Conduit extended through the roof to provide means of attach- 
ing: 

(a) All overhead drops for service, feeder, or branch circuits 


exceeding #1 
ized conduit 


no sma 
(b) All 

exceeding #1 AWG al 

ized conduit no smal 


ply with 


er than 


er 


strength 


drawings E-] 


Surface Mount Meter Base 


Service Bracket 


Weatherhead — 


AWG aluminum or #3 AWG copper must 
1] two inches. 
overhead drops for service, feeder 


((2)) 


uminum or #3 AWG copper must 
] than 1 1/4 inches. 
L01 and/or E-102, 
by other approved means. 
stallations will be permitted to comply with drawing E-103. 


Service Drop 


Flashing j 


pa] 
Min. 2x6 Secured Solidly 
Between Rafters And Against 
Roof Sheathing. 2x4 Scab On 
Both Rafters, Solidly Against 
2x6. (See Isometric View) 


Min. 5/46” U-Bolts 
Min. 2x4 Backing 4 


Rigid Steel 
Conduit 


Structural ad 
Framing And 


Finish Materials 


18” Min. 


Blocking 
Between 
Mast And 
Building 


Surface 
Pra 


I ST 


be 


be 
The 


or branch circuits not 


installation must 
or must provide equivalent 
Masts for altered 


rigid steel galvan- 


rigid stee van- 


com— 


ga 


or relocated in- 


Recessed Meter Base 


Flashing Within A 


Courses Of 18” Min. 
Shingles 


4] 


ve Flashing 


4-— Weatherhead 
4 Service Bracket 


(See Note 1) 


Isometric View 


Min. 2x6 Secured 
Between Rafters 
Or Studs With 
Hole Bored For A 
Tight Fit 


SS 
C 


E a 


Conduit 


Structural 
Framing And 
Finish Materials 


Mast Not Over 26” High - Service Bracket 24” Or Less Above Roof Surface 


Service Mast Installation Details 


Drawing E-101 
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Guying — Cable Type Guying - Stiff-Leg Type 
Collars, Chain-Link 
Fence Clamp Or Equal, 
Pore T 
No. 6 Copperweld, pa Weatherhead Min. */s” Bolt Weatherhead Si 
Aircraft Cable j 
Or Equal ~~ iz ~~ 
45° 7 i Min. */,” Rigid Steel 
‘Min, NZ Betvice/DICB Conduit Or Equal, Ends 
Service Bracket Flattened And Drilled _s 
y Flashing (See Sharp, No-Radius 45° 
> a Detail On E-101) Bend (See Detail 2) ‘Min. | 
See Detail 1 } 
Structural | 60° To 90° A 
Framing And HH Structural Framing” |% 
Finish Materials Y Blocking And Finish Materials 
Detail 2 
Min. 5⁄6” U-Bolts Farne “ie 
Min. 2x4 Backing a. : ; Min. 5/46” U-Bolts 
Building Galvanized Thimble F f 
Min. 2x4 Backing 
Attachment Surface And Cable Clamp 
(See Detail 1) N fle 
Rigid Steel Flashing Or Mastic te if $ 
Conduit J Rigid Steel. — 
it 
Galvanized 2 conde . g 
Bolt, Eye-Bolt 
Uae ee ayo a E S Optional 
Guy Wires Spread SP 
60° To 90° Apart Detail 1 
l Mast Over 26” High - Service Bracket Over 24” Above Roof Surface 
Service Mast Installation Details Drawing E-102 
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5 Weatherhead — ; 
No. 6 Copperweld, Service Drop Service Bracket aA N Service Drop 
Aircraft Cable La Flashin: 
Or Equal —~ a $ 
: Minimum 5/16” cs 
a ein Galvanised aN 18” Minimum 
p P Lag-Bolts 


Rigid Steel Secured Into 


wer Conduit Solid Framing SSI 


M 
Flashing ee Heavy-Wall 
a Electrical 
Channel 


Min. 2x6 
Secured 
Between 
Rafter Tails 
With Hole 
Bored For A 
Approved Tight Fit 
Galvanized G 
Channel = Rigid Steel 
Straps-Not Conduit 
Bend-On Wire 
Type (Typical) a 
p y 


Seal With 
Flashing Or 
Mastic, Eye- 
Bolt Optional 


Heavy-Wall 
Electrical 
Channel 


|) Eia S at 
| Front View | 
Mast Over 26” High Mast Not Over 26” High 


Service Bracket Over 24” Above Roof Surface Service Bracket 24” Or Less Above Roof Surface 


Service Mast Installation Details (Per Note 6) Drawing E-103 


Notes to drawings E-101, E-102, and E-103 

(1) An approved roof flashing must be installed on each mast where it 
passes through a roof. Plastic, nonhardening mastic must be 
placed between lead-type flashings and the conduit. Neoprene typ 
flashings will also be permitted to be used. 

(2) Masts must be braced, secured, and supported in such a manner 
that no pressure from the attached conductors will be exerted on 
a roof flashing, meter base, or other enclosures. 

(3) Utilization of couplings for a mast is permitted only below the 
point the mast is braced, secured, or supported. There must be a 
minimum of two means of support above any couplings used. A prop- 
erly installed cable or stiff leg type support qualifies as one 
of the two required means of support. 

(4) Except as otherwise required by the serving utility, service mast 
support guys must be installed if the service drop attaches to 
the mast more than 24 inches above the roof line or if the serv- 
ice drop is greater than 100 feet in length from the pole or sup- 
port. Masts for support of other than service drops must comply 
with this requirement as well. 

(5) Intermediate support masts must be installed in an approved man- 
ner with methods identical or equal to those required for service 
masts. 

(6) For altered services, where it is impractical to install U bolt 
mast supports due to interior walls remaining closed, it will be 
permissible to use other alternate mast support methods such as 


Certified on 12/14/2023 [ 50 ] WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-084 


heavy gauge, galvanized, 


electrical channel material that is se- 


cured to two or more wooden studs with 5/16 inch diameter or 


larger galvanized lag bo 
(7) Conductors must extend a 
permit connection to the 


040 Service conductors - 
ings. 


lts. 
t least 18 inches from all mastheads to 
connecting overhead wiring. 


Two-family and multiple-occupancy build- 


(5) Two-family and multiple-occupancy buildings. A second or ad- 
ditional service drop or lateral to a building having more than one 
occupancy will be permitted to be installed at a location separate 
from other service drops or laterals to the building provided that all 


(a) Each service drop or 


(b) Each service drop or 
ing/service equipment; 


the following conditions are complied with: 


lateral must be sized in accordance with 


the NEC for the calculated load to be served by the conductors; 


lateral must terminate in listed meter- 


(c) Each occupant must have access to the occupant's service dis- 


connecting means; 


(d) No more than six service disconnects may be supplied from a 


single transformer; 
(e) All service drops or 
inate at the same transformer 


laterals supplying a building must orig- 
or power supply; 


(f) A permanent identification plate must be placed at each serv- 


ice disconnect location that 


identifies all other service disconnect 


locations in or on the building, the area or units served by each, the 
total number of service disconnecting means on the building/structure 


and the area or units served. 
buildings (1i.e., by virtue of 


If a structure consists of multiple 
fire separation), all service discon- 


nects in or on the entire structure must be labeled to identify all 
service disconnects in or on the structure; and 
(g) A permanent identification plate must be placed at each feed- 


er disconnecting means identifying the area or units served if the 


feeder disconnecting means is 


042 Service conductor - Size and rating. 


remote from the area or unit served. 


(6) For other than one- or two-family dwelling services rated up 


to 400 amperes, if the service conductors have a lesser ampacity than 
the overcurrent protection, permitted by NEC 230.90 or NEC 310.15, or 


plate showing the ampacity of 


the equipment rating that they terminate in or on, an identification 


the conductors stating: "Service conduc- 


tor ampacity: " must be installed on the servic gquipment. 
043 Wiring methods for 1, 


000 volts, nominal or less. 


(7) The installation of service conductors not exceeding 1,000 
volts, nominal, within a building or structure is limited to the fol- 


lowing methods: Galvanized or 


aluminum rigid metal conduit; galvanized 


intermediate metal conduit; wireways; busways; auxiliary gutters; min- 


imum schedule 40 rigid polyvinyl chloride conduit; cablebus; or miner- 
al-insulated, metal-sheathed cable (type MI). Exception: Wiring meth- 
ods per NEC 230.43 shall be permitted for service conductors within a 


building or structure when those conductors are protected by customer 


owned supply side overcurrent 


protection sized per NEC 240.4. 


(8) ( (Breeteicalt metaliie tubing must act _be_instati ted asthe 


-)) Ex- 


isting electrical metallic tubing, installed prior to October 1984, 
which is properly grounded and used for service entrance conductors 


may be permitted to remain if 


the conduit is installed in a nonacces- 


Sible location and is the proper size for the installed conductors. 
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(9) In addition to methods allowed in the NEC, the grounded serv- 
ice conductor is permitted to be identified with a yellow jacket or 
with one or more yellow stripes. 

070 Service equipment - Disconnecting means. 

(10) The service disconnecting means must be installed at a read- 
ily accessible location in accordance with (a) or (b) of this subsec- 
tion. 


(a) Outside location: Service disconnecting means will be permit- 
ted on the building or structure or within sight and within ( (= 
teen)) 15 feet of the building or structure served. The building dis- 
connecting means may supply only one building/structure. The servic 
disconnecting means must have an identification plate with one-half- 
inch high letters identifying: 

(i) The building/structure served; and 

(ii) Its function as the building/structure main service discon- 
nect(s). 

(b) Inside location: When the service disconnecting means is in- 
stalled inside the building or structure, it must be located so that 
the service raceway extends no more than ( (#+fteen)) 15 feet inside 
the building/structure. Exception: There is no limit to the length of 
service raceway when conductors are protected by customer owned supply 
Side overcurrent protection sized per NEC 240.4. 

085(C) Replacements. 

(11) This subsection replaces NEC 230.85(C). When servic quip- 
ment suppling one- and two-family dwellings is replaced, an emergency 
disconnecting means must be installed whenever the service ampacity is 
increased or decreased, or when any of the following are relocated: 
Service disconnects, meter bases, overhead service masts, or under- 
ground service risers. 
095 Ground-fault protection of equipment. 
( (4+) ) (12) Equipment ground-fault protection systems required 
by the NEC must be tested prior to being placed into service to verify 
proper installation and operation of the system as determined by the 
manufacturer's published instructions. This test or a subsequent test 
must include all service voltage feeders unless the installer can dem- 
onstrate, in a manner acceptable to the department, that there are no 
grounded conductor connections to the feeder (s). A firm having quali- 
fied personnel and proper equipment must perform the tests required. A 
copy of the manufacturer's performance testing instructions and a 
written performance acceptance test record signed by the person per- 
forming the test must be available for the inspector at the time of 
inspection. The performance acceptance test record must include test 
details including, but not limited to, all trip settings and measure- 


ments taken during the test. 


( (200 Wiring methods exeeeding 1000 volts- 
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NEW SECTION 


WAC 296-46B-235 Branch circuits, feeders, and services over 
1,000 volts ac, 1,500 volts dc nominal. 


402(B) Wiring methods. 

The installation of service entrance conductors exceeding 1,000 
volts ac, 1,500 volts dc, nominal, within a building or structure must 
be limited to the following methods: Galvanized rigid metal conduit, 
galvanized intermediate metal conduit, schedule 80 polyvinyl chloride 
conduit, metal-clad cable that is exposed for its entire length, ca- 
blebus, or busways. Exception: Wiring methods per NEC 235.402(B) shall 
be permitted for service conductors within a building or structure 
when customer owned overcurrent protection in accordance with NEC re- 
quirements is provided outside the building. 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
7/1/17) 


WAC 296-46B-240 Overcurrent protection. 


024 (C) Not exposed to physical damage. 

(1) Where the NEC or manufacturer's instructions do not specify 
minimum height requirements for equipment enclosures, enclosures in- 
stalled outdoors containing an overcurrent device(s) shall be instal- 
led so the bottom of the enclosure containing the overcurrent de- 
vice(s) is not less than 24 inches above finished grade unless: 

(a) The equipment enclosure or listed equipment on which the en- 
closure is mounted is approved for pad-, floor-, ground-, dock-, or 
pier-mounting; or 

(b) The equipment enclosure is located over ((+ 

++}+)) concrete or asphalt paving that extends ((3)) three or more 
feet horizontally from the surface of the enclosure ( (76+ 

+++)>-Reefs)). 

024(F) Not located over steps. 

(2) If the overcurrent device is a part of a panelboard that is 
being repaired or replaced in an existing location, the installation 
is allowed to be made above the steps. 

067(C) Performance testing. 

(3) Where fuses rated 1,200 amperes and higher are installed, the 
following shall be available to the inspector at the installation site 
at the time of inspection prior to placing the equipment into service: 

(a) Documentation of all calculations used to determine available 
arcing current at each set of fuses rated 1,200 amperes and higher and 
documentation proving a clearing time of 0.07 seconds or less at the 
available arcing current; 

(b) A copy of the written performance test report for the arc en- 
ergy reduction protection system detailing results for tests for each 
set of fuses suppling known loads. The report shall include all of the 
following: 

(i) The date when tests were performed. 

(ii) Address of the property where tests were performed. 

(iii) The business name and contact information for the employer 
of persons performing tests. 

(iv) Names and dated signatures of all persons performing the 
tests. 
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(v) Documentation of all calculations used to determine available 
arcing current at each set of fuses rated 1,200 amperes and higher. 

(vi) Documentation required by 240.67(A) and documentation of all 
equipment settings made or verified during testing. 

(vii) A copy of the equipment manufacturer's instructions used to 
perform the test. 

(viii) Documentation of all testing equipment including dates of 
calibration. 

087(C) Performance testing. 

(4) Where the highest continuous current trip setting for the ac- 


tual overcurrent device installed in a circuit breaker is rated or can 
adjusted is 1,200 amperes or higher, a copy of the written perform- 
ance test report for the arc energy reduction protection system de- 
tailing results for tests for each device with a known load. The re- 
port shall be available to the inspector at the installation site at 
the time of inspection prior to placing the equipment into service. 
The report shall include all of the following: 


(a) The date when tests were performed. 
(b) Address of the property where tests were performed. 
(c) The business name and contact information for the employer of 


persons performing tests. 


(d) Names and dated signatures of all persons performing the 
tests. 

(e) Documentation of all calculations used to determine available 
arcing current at each circuit breaker described in subsection (4) of 
this section. 

(£) Documentation required by 240.87(A) and documentation of all 
equipment settings made or verified during testing. 

(q) A copy of the equipment manufacturer's instructions used to 
perform the test. 

(h) Documentation of all testing equipment including dates of 
calibration. 


AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, 
5/19/20 and 6/30/20, effective 10/29/20) 


filed 


WAC 296-46B-250 ( (Wiring and-proteetion—))Grounding and bond- 
ing. 

028 (D) (3) Separately derived system with more than one enclo- 
sure. 


(1) NEC 250.28 (D)(3) is amended to read: Where a separately de- 
rived system supplies more than a single enclosure, the system bonding 
jumper for each enclosure shall be sized in accordance with 250.28 
(D) (1) based on the largest ungrounded feeder/tap conductor serving 
that enclosure, or a single system bonding jumper shall be installed 
at the source and sized in accordance with 250.28 (D)(1) based on the 
equivalent size of the largest supply conductor determined by the 
largest sum of the areas of the corresponding conductors of each set. 

052 Grounding electrodes. 

(2) Except for mobile/manufactured homes, a concrete encased 
grounding electrode must be installed and used at each new building or 
structure that is built upon a permanent concrete foundation. The 
electrode must comply, with NEC 250.52 (A) (3). Inspection of the elec- 


trode may 


Certified 


be accompl 


ished by 


on 12/14/2023 


Lae 


the following methods: 
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(a) At the time of inspection of other work on the project, pro- 
viding the concret ncased electrode is accessible for a visual in- 
spection; 

(b) At the time of the service inspection providing the installer 
has provided a method so the inspector can verify the continuity of 
the electrode conductor along its entire length, with a minimum 20 
foot linear span between testing points (e.g., attaching a length of 
copper wire to one end of the electrode that reaches the location of 
the grounding electrode conductor that will enable the inspector to 
measure the resistance with a standard resistance tester). The con- 
cret ncased electrode does not have to be accessible for a visual 
inspection; or 

(c) Other method when prior approval, on a job site basis, is 
given by the inspector. 

If a special inspection trip is required to inspect 
electrode conductor, a trip fee will be charged for that 
addition to the normal permit fee. 


a grounding 
inspection in 


ct ct 


Exceptions: (1) If the concrete encased grounding electrode is not available for connection, a ground ring must be installed per NEC 250 or other 
grounding electrode installed per NEC 250 verified to measure 25 ohms or less to ground. Resistance verification testing must be 
performed by an independent firm having qualified personnel and proper equipment. A copy of the testing procedures used and a written 
resistance test record signed by the person performing the test must be available at the time of inspection. The resistance test record 
must include test details including, but not limited to, the type of test equipment used, the last calibration date of the test equipment, and 
all measurements taken during the test. 

(2) Where a concrete encased electrode is not part of the grounding electrode system of an existing building or structure, a concrete 
encased electrode that may be available as a result of a new addition to the foundation is not required to be connected to service 
equipment that existed before the addition. 


053 (A) (2) Resistance of rod, pipe, and plate electrodes. 

(3) For rod, pipe, and plate electrodes other than those instal- 
led in accordance with the exception in subsection (2) of this sec- 
tion, if a ground resistance test is not performed to ensure a resist- 
ance to ground of 25 ohms or less, two or more electrodes as specified 
in NEC 250.52 must be installed a minimum of ((4)) six feet apart. A 
temporary construction service is not required to have more than one 
made electrode. 

(4) For services only, when multiple buildings or structures are 
located adjacent, but structurally separate from each other, any in- 
stalled rod, pipe, or plate electrodes used for those services must be 
installed so that each building's or structure's electrodes are not 
less than ((€)) six feet apart from the adjacent building's or struc- 
ture's electrodes. 

064 Grounding electrode conductor installation - Physical protec- 
tion. 

(5) Grounding electrode conductors will be considered to be not 
exposed to physical damage when the conductor(s) are: 

(a) Buried more than 12 inches deep in the earth outside the 
building's footprint; 

(b) Encased or covered by ((2)) two inches of concrete or as- 
phalt; 
(c) Located inside the building footprint and protected by the 
building's structural elements or when inside and determined, by the 
inspector, to not be subject to physical damage; or 

(d) Enclosed by a metal or nonmetallic raceway or enclosure. The 
raceway or enclosure must be approved to protect from severe physical 
damage if it is not protected by appropriate physical barriers from 
contact with vehicles, lawn mowers, and other equipment that might 
damage the conductor or enclosure. 

068 Accessibility. 
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(6) The termination point of a grounding electrode conductor tap 
to the grounding electrode conductor must be accessible unless the 
ection is made using an exothermic or irreversible compression 


ection. 
090 Bonding. 
(7) Metallic stubs 


or valves used in nonmetallic plumbing systems 


not required to be bonded to the electrical system unless required 
n electrical equipment manufacturer's instructions. 
(8) Hot and cold water plumbing lines are not required to be bon- 


together if, at the 


min 
meta 


an existing rigid metal piping system, either: 


or 


time of inspection, the inspector can deter- 


the lines are mechanically and electrically joined by one or more 


llic mixing valves. 


104(B) Bonding - Other metal piping. 


(9) For flexible metal gas piping, installed new or extended from 


(a) Provide a copy of the manufacturer's bonding instructions to 
the inspector at the time of inspection and follow those instructions; 


) 

) Be a minimum 6 
1) Terminate at: 
) An accessible 


The bonding conductor for the gas system must: 


AWG copper; and 


location at the gas meter end of the gas piping 


system on either a solid iron gas pipe or a cast flexible gas piping 
ing using a listed grounding connector; and 

(B) Either the servic quipment enclosure, service grounding 
trode conductor or electrode, or neutral conductor bus in the 


fitt 


elec 
serv 


lowi 


ice enclosure. 


184 Solidly grounded neutral systems over 1,000 volts. 
(10) In addition to the requirements of NEC 250.184(A), the fol- 


ng applies for: 
(a) Existing installations. 
(i) The use of a concentric shield will be allowed for use as a 


neutral conductor for extension, replacement, or repair, if all of the 
following are complied with: 
(A) The existing system uses the concentric shield as a neutral 


cond 


shiel 


cent 


( (onc—hundred) ) 
singl 


the 
succ 


on t 
shie 
tor 


the 
of 
test 


Cert 


uctor; 
(B) Each individua 


l conductor contains a separate concentric 


d sized to no less 
of the ampacity of 


e-phase systems; 


than ( (¢h+e+-three and ene-halt)) 33 1/2 per- 


the phase conductor for three-phase systems or 


100 percent of the ampacity of the phase conductor for 


(C) The new or replacement cable's concentric shield is enclosed 
inside an outer insulating jacket; and 


(D) Existing cable 
circuit between the 
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(c) Raceways and cables are secured to the support wires by fit- 
tings designed and manufactured for the purpose. 

In addition to (a), (b), and (c) of this subsection, the follow- 
ing conditions must be complied with: 

(d) The support wires are minimum #12 AWG and are securely fas- 
tened to the structural ceiling and to the ceiling grid system; and 
(e) The raceways or cables serve equipment that is located within 
the ceiling cavity or is mounted on or supported by the ceiling grid 
system. Telecommunications cables, Class 2 cables, or Class 3 cables 
supported as required by this section, may pass through ceiling cavi- 
ties without serving equipment mounted on or supported by the ceiling 
grid system. 

017 Conductors in raceway. 

(7) Cables will be permitted in all raceway systems if: 

(a) The cable is appropriate for the environment; and 

(b) The percentage fill does not exceed that allowed in NEC Chap- 
ter 9, Table 1. 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
7/1/17) 


WAC 296-46B-314 ( (Wiring methods-and-materiałs—))Outlet, de- 


vice, pull, and junction boxes; conduit bodies; fittings; and handhole 
enclosures. 


( (9001 Bexes—and fittings—)) 029(A) Accessibility of conduit bod- 


ies and boxes. 
(1) Conduit bodies, junction, pull, and outlet boxes must be in- 
stalled so that the wiring and devices contained in them is accessible 
without removing any part of the building structure, including insula- 
tion material. 
023 (H) Flexible cord connection of pendant boxes. 
(2) The flexible cord and cord connection must comply with NEC 
314.23 (H) and the following: 
(a) A suspended pendant box must not contain conduit "knockouts" 
and connection to a suspended box must utilize an integral threaded 
hub; 


(b) The maximum length of the cord for a suspended pendant drop 
from a permanently installed junction box to a suitable tension take- 
up device above the pendant box must not exceed (($)) six feet; 

(c) The flexible cord must be supported at each end with an ap- 
proved cord grip or strain relief connector fitting/device that will 
eliminate all stress on the conductor connections; 
(d) The flexible cord must be a minimum #14 AWG copper; 
(e) The flexib]l cord ampacity must be determined using NEC Table 
400.5(A) column A; and 

(£) The flexible cord must be hard or extra hard usage. 


027(C) Boxes at ceiling-suspended addle) fan outlets. 
3) For the purposes of NEC 314.27(C locations acceptable for 
the installation of ceiling-suspended addle) fans include all ceil- 


ing areas of habitable rooms of dwelling occupancies except: Areas 
within four feet of walls, soffits, or fixed cabinetry; or areas di- 


rectly above permanently installed island or peninsular countertop 
surfaces. 
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AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-334 ( (Wiring—methods—and-materiais—) )Nonmetallic- 
sheathed cable. 


010 Nonmetallic-sheathed cable. 

(1) The building classification, for subsections (2), (3), and 
(4) of this section, will be as determined by the building official. 
For the purposes of this section, Type III, IV-HT and V may be as de- 
fined in the International Building Code adopted in the state of Wash- 
ington. The installer must provide the inspector documentation sub- 
stantiating the type of building construction and finish material rat- 
ing(s) prior to any electrical inspection. 
(2) This section replaces NEC 334.10(2). In multifamily dwell- 
ings, Type NM, Type NMC, and Type NMS cable(s) may be used in struc- 
tures of Types III, IV-HT, and V construction except as prohibited in 
NEC 334.12. 

(3) This section replaces NEC 334.10(3). In all other structures, 
Type NM, Type NMC, and Type NMS cable(s) may be used in structures of 
Types III, IV-HT, and V construction except as prohibited in NEC 
334.12. All cable(s) must be concealed within walls, floors, or ceil- 
ings that provide a thermal barrier of material that has at least a 
15-minute finish rating as identified in listings of fire-rated assem- 
blies. 

(4) This section replaces NEC 334.10(4). Cable trays in struc- 
tures of Types III, IV-HT, and V construction, where the cable(s) is 
identified for the use, except as prohibited in NEC 334.12. 

015 Exposed work. 

(5) Where Type NMC cable is installed in shallow chases in plas- 
ter, masonry, concrete, adobe or similar material, the cable must be 
protected against nails or screws by: 

(a) A steel plate at least 1/16 inch thick and covered with plas- 
ter, adobe, or similar finish; or 
(b) Being recessed in a chase at least 2 3/4 inches deep, as 

measured from the finished surface, and covered with plaster, adobe, 
or similar finish. The cable(s) must be at least 2 1/2 inches from the 
finished surface. 

(6) The requirements for nonmetallic sheathed cable protection in 
NEC 334.15(C) do not apply in crawl spaces. 

(7) Wet or damp locations prohibited in NEC 334.12 (B) (4) do not 
include the interior of conduits installed outdoors used for physical 
protection of NM cables under the following conditions: 

(a) Cables emerging from a building interior, attic, or crawl- 
space remain unbroken until terminated; and 

(b) Flexible metal conduits are not used; and 

(c) No conduit systems are longer than 10 feet or below grade; 


(da) Conduits are sealed to prevent air movement and are arranged 
to naturally drain. 


and 
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AMENDATORY SECTION (Amending WSR 08-24-048, filed 11/25/08, effective 
12/31/08) 


WAC 296-46B-358 ( (Wiring—metheds—and-materiais—) )Electrical 
metallic tubing. 


012 Electrical metallic tubing. 
1) In addition to complying with the provisions of Article 358 
NEC, electrical metallic tubing may not be installed in direct contact 
with the earth or in concrete on or below grade. Also see NEC 300.6 
for resistance to corrosion. 
(2) Where electrical metallic tubing is installed in wet loca- 
tions, an equipment grounding conductor must be provided within the 
raceway and sized per NEC 250.122. 


~ 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
7/1/17) 


WAC 296-46B-394 ( (Wiring-metheds—and -materiais—) ) Concealed 
knob-and-tube wiring. 

001 Knob-and-tube wiring. 

Article 394 NEC does not prohibit the installation of loose or 
rolled thermal insulating material in spaces containing existing knob- 


and-tube wiring provided that all the following conditions are met: 

(1) The wiring must be surveyed by an appropriately licensed 
electrical contractor who must certify in writing to the department 
that the wiring is in good condition with no evidence of improper 
overcurrent protection, conductor insulation failure or deterioration, 
and with no improper connections or splices. The electrical inspector 
must inspect all repairs, alterations, or extensions to the electrical 
system. 

(2) The insulation must meet Class I specifications as identified 
in the Uniform Building Code, with a flame spread factor of ( (4wernty;- 


five)) 25 or less as tested using ASTM E84-8la. Foam insulation may 
not be used with knob-and-tube wiring. 

(3) All knob-and-tube circuits must have overcurrent protection 
in compliance with NEC Table ((340-45—-+3}4¢})) 310.16, 60 degree cen- 
tigrade ( (;—GeHimenp-—c)) column. Overcurrent protection must be either 
circuit breakers or Type S fuses. 


A~ 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-408 ((Equipment—for-general—ese—) ) Switchboards, 
switchgear, and panelboards. In addition to the requirements of NEC 
230.70(A), service equipment, subpanels, and similar electrical equip- 
ment must be installed so that they are readily accessible and may not 
be installed in clothes closets, toilet rooms, or shower rooms. 
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AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-410 ( (Equipment—for—generali—use—) )Luminaires, lamp- 
holders, and lamps. 


010 Luminaires in specific locations. 
1) All luminaires within an enclosed shower area or within five 


feet of the waterline of a bathtub must be enclosed, unless specifi- 
cally listed for such use; these luminaires, with exposed metal parts 
that are grounded, must be ground fault circuit interrupter protected. 

042 ((Exposed—luminaire—(fixture}—parts)) Luminaires with exposed 
conductive surfaces. 

(2) Replacement luminaires that are directly wired or attached to 
boxes supplied by wiring methods that do not provide a ready means for 
grounding and that have exposed conductive ((parts)) surfaces will be 
permitted only where the luminaires are provided with ground-fault 
circuit-interrupter protection and marked "no equipment ground." 

056 Protection of conductors and insulation. 

(3) Requirements for stranded conductors in NEC 410.56(E) do not 
apply to branch-circuit conductors. 

062 Flexible cord connection of electric discharge luminaires. 

(4) A ground-type attachment plug cap and receptacle connection 
at the source junction box is not required when the flexible cord com- 
plies with NEC 410.62 and the following: 

(a) Connection to a source junction box must utilize an approved 
cable connector or clamp; 

(b) The maximum length of the cord for a suspended pendant drop 
from a permanently installed junction box to a suitable tension take- 
up device above the pendant luminaire must not exceed ((€)) six feet; 

(c) The flexible cord must be supported at each end with an ap- 
proved cord grip or strain relief connector fitting/device that will 
eliminate all stress on the conductor connections; 
(d) The flexible cord must be a minimum #14 AWG Copper; 
(e) The flexibl cord ampacity must be determined in NEC Table 
400.5(A) column A; 

(f) The flexible cord must be hard or extra hard usage; and 

(g) A vertical flexible cord supplying electric discharge lumin- 
aires must be secured to the luminaire support as per NEC 334.30(A). 


~ 


AMENDATORY SECTION (Amending WSR 03-09-111, filed 4/22/03, effective 
5/23/03) 


WAC 296-46B-422 ( (Bquipment—foxr—generali—_use—) )Appliances. 


010 Water heater circuit. 

Water heaters with a rated circuit load in excess of 3,500 watts 
at 208 or 240 volts must be provided with branch circuit conductors 
not smaller than #10 AWG copper or equal. Overcurrent protection must 
comply with NEC 422.11(E). 
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AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
TALALT) 


WAC 296-46B-450 ( (Equipment—for—general_use—) )Transformers and 
transformer vaults (including secondary ties 


027 Flammable-liquid or oil-filled transformers installed out- 
doors. 

(1) Flammable-liquid or oil-filled transformers installed out- 
doors must meet the following requirements: 

(a) A transformer installed adjacent to a building/structure with 
any combustible surface may be located only in the shaded "Approved 
Transformer Area" shown in Figure 450-1; 


"Approved Transformer Area" shown in Figure 450-1; 


Approved 


Building Transformer 
Surface : 


Combustible 


Figure 450-1 


(b) A transformer installed adjacent to a building/structure with 
no combustible surface(s) may be located only in the shaded "Approved 
Transformer Area" shown in Figure 450-2; 
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Approved 
Combustible Transformer 


Buliding Area 
Surface 


Non- 


Figure 450-2 


(c) In an area in which a transformer is to be installed next to 
a nonhabitable structure, the transformer may be no closer than ((2)) 
two feet to the building/structure and must be outside a line extended 
vertically from the ends of the eaves or rooflines; 

(d) A building/structure may have no doors, windows, stairways, 
or other openings closer than ((8)) eight feet to the transformer; 

(e) The finished grade at the location of the transformer must be 
such that any oil leaking from the transformer will flow away from the 
building/structure and will not pool; and 

(£) If transformers are installed in areas subject to traffic 
other than pedestrian traffic, they must be provided with adequate 
guarding. 

(2) Enclosures for total underground flammable-liquid or oil-fil- 
led transformers must not be located within ((8)) eight feet of a 
doorway, operable window, stairways or fire escape. Adequate space 
must be maintained above the enclosure so that a boom may be used to 
lift the transformer from the enclosure. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-501 ( (Speeial—ceeupancies—NEC)) Class I locations. 


001 Sewage disposal systems. 

(1) Pumping chambers for sewage, effluent, or grinder pumps in 
on-site and septic tank effluent pump (S.T.E.P.) disposal systems will 
be considered unclassified when not more than five residential units 
are connected to the system, residential units are connected to a 
utility sewage system, or when nonresidential systems have residential 
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New septic and effluent tanks containing electrical wires and equip- 
ment must be inspected and approved prior to being loaded with sewage. 
(8) On-site sewage disposal systems using pumps must have audible 
and visual alarms designed to alert the resident of a malfunction. The 
alarm must be placed on a circuit independent of the pump circuit. 


AMENDATORY SECTION (Amending WSR 08-24-048, filed 11/25/08, effective 
12/31/08) 


WAC 296-46B-505 ((€tass-—t,)) Zone 0, 1, and 2 locations. 


007 Implementation of zone classification. 
For the purposes of NEC 505.7, qualified person means a profes- 
sional engineer registered in Washington. 


AMENDATORY SECTION (Amending WSR 13-03-128, filed 1/22/13, effective 
3/1/13) 


WAC 296-46B-513 ((Speceiał—eeeupaneies—))Aircraft hangars. 


001 Scope. 

The scope for NEC 513 applies only when the property containing 
the building is classified or zoned as an aircraft hangar by the au- 
thority having jurisdiction. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-514 ( (Speeiali—ceeupaneies—) )Motor fuel dispensing 


facilities. 


001 General. 

(1) In addition to the scope included in NEC 514.1, Article 514 
NEC must be complied with for all liquefied flammable gas storage or 
transfer facilities. 

003 Classifications of locations. 

(2) For the purposes of NEC 514.3 (D) (2), delete Exception No. 1 
and No. 2 and replace with: 

Dock, pier, or wharf sections that do not support fuel dispensers 
and may abut a section(s) that supports a fuel dispenser(s) are per- 
mitted to be unclassified where documented air space between the sec- 
tions is provided and where flammable liquids or vapors cannot travel 
to these sections. See NEC 500.4((+4+)) for documentation require- 
ments. 

011 Emergency disconnecting means - Dispensing and service sta- 
tions. 

(3) An emergency disconnecting means or operator must be provided 
to disconnect the pump or dispensing equipment serving gasoline, vola- 
tile flammable liquids, or liquefied flammable gases. The emergency 
disconnecting means or operator must disconnect all conductors of the 
circuit supplying all station dispensers and/or pumps (including the 
grounded conductor) simultaneously from the source(s) of supply. 
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Pay 


this subsection with no additional demand factors applied. Momentary 
X-ray loads may be ignored if the generator is rated at least ( (three 
Roundred)) 300 percent of the largest momentary X-ray load connected. 

(2) Existing essential systems in facilities to which additional 
load is to be added: 

(a) Existing loads: The existing loads of the separate branches 
of the essential electrical system may be determined by WAC 
296-46B-900 (3) (J). 
(b) Added loads: Added loads to the separate branches of the es- 
sential electrical system must be determined by subsection (1) of this 
section. 

(c) Generator sizing: The rating of the generator(s) supplying 
electrical power to the essential electrical system must meet or ex- 
ceed the summation of the loads determined by (a) and (b) of this sub- 
section with no additional demand factors applied. 

013 Wiring methods. 

(3) The last sentence of NEC 517.13(A) is modified to read: The 
metal raceway system, or metallic cable armor, or sheath assembly 
shall itself qualify as an equipment grounding conductor in accordance 
with 250.118 with the exception of 250.118 (10) (a). 

017 Ground-fault protection of equipment. 

(4) The applicability of NEC 700.31 ground-fault protection of 
equipment, specified by NEC 517.26 for the life safety branch, will 
also apply to the NEC 517 essential electrical system's critical 
branch(es) and equipment branch(es). 


AMENDATORY SECTION (Amending WSR 08-24-048, filed 11/25/08, effective 
12/31/08) 


WAC 296-46B-547 ( (Special—eceupancies—) )Agricultural buildings. 


001 Scope. 

NEC 547 requirements apply only when the agricultural building is 
greater than 1,000 square feet and is used as part of a business or 
commercial farming activity. 


AMENDATORY SECTION (Amending WSR 13-03-128, filed 1/22/13, effective 
3/1/13) 


WAC 296-46B-550 ( (Speeial—eeceupaneies—) )Mobile homes, manufac- 


tured homes and mobile home parks. 


001 Mobile/manufactured homes - Inspection. 

(1) All alterations to the mobile/manufactured home electrical 
system must be permitted and inspected. 

(a) Any circuit or feeder that is fed from the pedestal or panel 
from an outbuilding feeding the mobile/manufactured home requires a 
permit from the electrical section 

(b) Any circuit or feeder that originates from the mobile/manu- 
factured home's (i.e., red factory assembled structures label) panel 
È 
i 


and feeds an addition or equipment that is attached (e.g., garage, 
heat pump, or air conditioning unit) requires an FAS alteration per- 
mit. 
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(b) Extra-hard usage portable power cables rated not less than 
75°C, 600 volts, listed for wet locations and sunlight resistance and 
having an outer jacket rated for the environment are permitted. Porta- 
ble power cables are permitted as a permanent wiring method under or 
within docks and piers or where provided with physical protection. The 
requirements of NEC 555.34 (B) (3) (b) do not apply. 

(c) Overhead wiring must be installed at the perimeter of areas 
where boats are moored, stored, moved, or serviced to avoid possible 
contact with masts and other parts of boats. NEC Article 398 open wir- 
ing on insulators is not an approved wiring method in or above any 
portion of a marina or docking facility. 

(d) For the purposes of NEC 555.34 (B) (4), the wiring methods of 
Chapter 3 NEC will be permitted. 

(7) For the purposes of NEC 555.33, receptacles must be mounted 
not less than 12 inches above the deck surface of the pier or dock 
(datum plane requirements do not apply for this section). Shore power 
receptacles that provide shore power for boats must be rated not less 
than 20 amperes and must be single outlet type and must be of the 
locking and grounding type or pin and sleeve type. 
Floating buildings. 
(8) Where shore power is provided, a disconnecting means must be 
located within sight of each floating building or similar facility. 
The disconnecting means must be installed adjacent to but not in or on 
the floating building or similar facility. 
(9) NEC 555.53 is amended to read: The overcurrent protective de- 
vice(s) that supply the floating building shall have ground-fault pro- 
tection not exceeding 30 mA. 

(10) Conductors operating in excess of 600 volts, nominal may not 
be installed on floating portions of a floating building or similar 
facility. 


AMENDATORY SECTION (Amending WSR 08-24-048, filed 11/25/08, effective 
12/31/08) 


WAC 296-46B-590 ((Speeiali—ceeupaneies—) )Temporary installa- 


tions. 


001 Temporary installations. 

(1) For the purposes of this section, any circuit used for con- 
struction purposes is considered to be temporary. 

003 Temporary installations - Time constraints. 

(2) Temporary construction service equipment may only be used for 
construction purposes and must be disconnected when the permanent 
service is connected unless the department grants an extension of 
time. 

004 Temporary installations - Splices. 

(3) A splice or junction box is required for all wiring splice or 
junction connections in a temporary installation. 
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(11) NEC 600, Part II, Field-Installed Skeleton Tubing, will ap- 
ply to the installation of all neon tubing and neon circuit conduc- 
tors: 


~ 


12) Field-installed skeleton tubing is not required to be lis- 
ted. Installations will be inspected for compliance with installation 
instructions and the NEC. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-620 ((Special—equipment—))Elevators, dumbwaiters, 
escalators, moving walks, platform lifts, and stairway chairlifts. 


051 Disconnecting means. 

In accordance with WAC 296-96-02460, elevator section: 

(1) The main line disconnect (s) must be located per NFPA 70, Ar- 
ticle 620.51(C) and: 

(a) Inside the machine room door on the strike side of the ma- 
chine or control room door; 

(b) Not more than ( (4wenty-feus)) 24 inches from the door to the 
operating handle; and 
(c) Be at a height not less than ((thirty—-s+*)) 36 inches nor 
more than ( (s+ y-s+x)) 66 inches above the finish floor as measured 
centerline to the disconnect handle. 

(2) For multicar machine rooms the switches shall be grouped to- 
gether as close as possible to that location. 

(3) For machine rooms with double swing doors, the doors must 
swing out and the switch(es) shall be located on the wall adjacent 
the hinge side of the active door panel. 

(4) Shunt-trip breakers, where provided shall be located in the 
elevator machine room or control room. 

(5) Where shunt-trip breakers are also being used as a main line 
disconnect, they shall comply with subsections (1) through (3) of this 
section. 


ct ct 


to 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
7/1/17) 


WAC 296-46B-680 ((Special—equipment—) )Swimming pools, foun- 


tains, and similar installations. 


001 General. 

(1) Package spa or hot tubs. Electrical heating, pumping, filter- 
ing, and/or control equipment installed within ((5)) five feet of a 
spa or hot tub must be listed or field evaluated as a package with the 
spa or hot tub. 

(2) A factory assembled skid pack of electrical heating, pumping, 
filtering, and/or control equipment must be installed more than ((5)) 
five feet from a spa or hot tub and must be listed as a package unit. 

(3) The maintenance disconnect and field installed, listed elec- 
trical equipment for a hot tub, spa, or swim spa must be located at 
least five feet from the hot tub, spa or swim spa. Field installed 
listed equipment must meet the following additional requirements: 
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(a) The heater is listed as a "spa heater or swimming pool heat- 


(b) The pump is listed as a "spa pump" or "swimming pool/spa 
pump" (the pump may be combined with a filter assembly); and 

(c) Other listed equipment such as panelboards, conduit, and wire 
are suitable for the environment and comply with the applicable codes. 

(4) Field installed, listed electrical equipment for a swimming 
pool must be located at least ((5)) five feet from the swimming pool. 
Field installed listed equipment must meet the following additional 
requirements: 

(a) The heater must be listed as a "Swimming pool heater or a spa 
heater"; 

(bo) The pump must be listed as a "Swimming pool pump" or "spa 
pump" or "swimming pool/spa pump"; and 

(c) Other equipment such as panelboards, conduit, and wire must 
be suitable for the environment and comply with the applicable codes. 

The ((5)) five foot separation may be reduced by the installation 
of a permanent barrier, such as a solid wall, fixed glass windows or 
doors, etc. The ((5)) five foot separation will be determined by the 
shortest path or route that a cord can travel from the spa, hot tub, 
Swim spa, or swimming pool to an object. 

(5) The field assembly or installation of "recognized components" 
will not be permitted. 
(6) Hydromassage bathtubs must be listed as a unit and bear a 

h 
s 


listing mark which reads "hydromassage bathtub." 
(7) Manufacturers' instructions must be followed as part of the 
listing requirements. 
(8) Electrical components which have failed and require replace- 
ment must be replaced with identical products unless the replacement 
part is no longer available; in which case, a like-in-kind product may 
be substituted provided the mechanical and grounding integrity of the 
equipment is maintained. 

(9) Cut-away-type display models may not be sold for other than 
display purposes and are not expected to bear a listing mark. 
( (040—Spas—and-hot tubs- 

10) NEC 680- 42/¢ 2 1 E ' i , l , 
i i =) ) 


070 Hydromassage bathtubs. 

( (+4+4+)) (10) For hydromassage bathtubs, the ground fault circuit 
interrupter device must be identified as to use and not located in a 
building or tub cavity, crawlspace, or attic. 
((+42+)) (11) For hydromassage bathtubs, all electrical equipment 
installed to support the bathtub (e.g., disconnecting means, motor, 
etc.) must be accessible at the same grade level as the tub or froma 
landing on the exterior of the building without the use of a ladder or 
other access device. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-690 Solar photovoltaic systems. 


002 Definitions. 
(1) Building integrated means: Photovoltaic cells, modules, pan- 
els, or arrays that are integrated into the outer surface or structure 
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of a building and serve as the outer protective surface of that build- 
ing, such as the roof, skylights, windows, or facades. 

004 Installation. 

(2) Support structure or foundation. For the purposes of this 
section, those portions of the structure support or foundation that 
are exclusively mechanical and are not part of a bonding or grounding 
path will not be considered part of the photovoltaic system as defined 
by this section. Such structural support or foundation may be done by 
the owner, registered general contractor, or licensed electrical con- 
tractor without electrical permit or inspection. 
(3) A photovoltaic system design review defined in WAC 
296-46B-100 must be available at the installation site at the time of 
the first inspection and until the inspection process is complete. 

(4) The entity placing a building integrated cell, module, panel, 
or array is not subject to the requirements for electrical inspection, 
licensing, or certification so long as the work is limited to the 
placement and securing of the device and an electrical work permit has 
been previously obtained for the electrical work related to the equip- 
ment by an entity authorized to do that electrical work. 

(5) All electrical work, including wiring installation, termina- 
tions, etc., necessary to complete th lectrical installations must 
be completed by the entity authorized to do the electrical work (i.e., 
owner or appropriate electrical contractor). 

007 Maximum voltage. 

(6) The open-circuit voltage temperature coefficients supplied in 
the instructions of listed photovoltaic modules will be used to deter- 
mine the maximum direct current photovoltaic system voltage. Otherwise 
the voltage will be calculated using Table 690.7 of the NEC. For the 
purposes of this calculation, a temperature correction factor of 1.25 
will be used unless another factor can be justified and is approved by 
the authority having jurisdiction. 


NEW SECTION 


WAC 296-46B-692 Fuel cell systems. A fuel cell system design 
review defined in WAC 296-46B-100 must be available at the installa- 
tion site at the time of the first inspection and until the inspection 
process is complete. 


AMENDATORY SECTION (Amending WSR 14-11-075, filed 5/20/14, effective 
7/1/14) 


WAC 296-46B-694 Wind electric systems. A wind driven generator 
system design review defined in WAC 296-46B-100 must be available at 
the installation site at the time of the first inspection and until 
the inspection process is complete. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-700 Emergency systems. 
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001 Emergency systems - General. 

(1) In all health or personal care facilities defined in this 
chapter, educational facilities, institutional facilities, hotels, mo- 
tels, and places of assembly for ((ene—Rend‘ed)) 100 or more persons, 
all exit and emergency lights must be installed in accordance with Ar- 
ticle 700 NEC and located as required in standards adopted by the 
state building code council under chapter 19.27 RCW. 

007 Signs. 

(2) The sign(s) required in NEC 700.7 must be placed at the serv- 
ice disconnecting means and the meter base if the service disconnect- 
ing means and meter base are not located within sight and within ((5)) 
five feet of each other. 

010 Emergency systems - Equipment identification. 

(3) All exit and emergency lights, whether or not required by the 
NEC, must be installed in accordance with Article 700 NEC. 

(4) All boxes and enclosures, for Article 700 NEC systems, larger 
than ((6)) six inches by ((6)) six inches, including transfer 
switches, generators, and power panels for emergency systems and cir- 
cuits must be permanently identified with an identification plate that 
is substantially orange in color, except in existing health care fa- 
cilities the existing nameplate identification color scheme can be re- 
tained for transfer switches, generators, and power panels for exist- 
ing emergency systems that are not being replaced or modified. All 
other device and junction boxes for emergency systems and circuits 
must be substantially orange in color, both inside and outside. 

032 Selective coordination. 

(5) The requirements for selective coordination described in NEC 
700.32 are not required where th mergency system was installed prior 
to June 1, 2006, provided that no system modifications, additions, de- 
letions, or overcurrent protective devices in that system were re- 
placed on or after April 1, 2024. For new emergency systems that are 
supplied from an existing emergency system installed prior to June 1, 
2006, the new portion of the emergency system must comply with NEC 
700.32. The ground fault sensing function of overcurrent protective 
devices will only be required to selectively coordinate with the 
ground fault sensing functions of other overcurrent protective devi- 
ces. 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
7/1/17) 


WAC 296-46B-701 Legally required standby systems. 


007 Signs. 

(1) The sign(s) required in NEC 701.7 must be placed at the serv- 
ice disconnecting means and the meter base if the service disconnect- 
ing means and meter base are not located within sight and within ((5)) 
five feet of each other. 

((@27)) 032 Selective coordination. 

(2) The requirements for selective coordination described in NEC 
( (404.27)) 701.32 are not required where the legally required standby 
system was installed prior to June 1, 2006, provided that no system 
modifications, additions, deletions, or overcurrent protective devices 
in that system were replaced on or after April 1, 2024. For new legal- 
ly required standby systems that are supplied from an existing legally 
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required standby system installed prior to June 1, 2006, the new por- 
tion of the legally required standby system must comply with NEC 
701.27. The ground fault sensing function of overcurrent protective 
devices will only be required to selectively coordinate with the 
ground fault sensing functions of other overcurrent protective devi- 
ces. 


AMENDATORY SECTION (Amending WSR 17-12-021, filed 5/30/17, effective 
LLLA) 


WAC 296-46B-702 Optional standby systems. 


007 Signs. 

The sign(s) required in NEC 702.7(A) must be placed ( (a—he 
service_disecennecectineg means)) where required and at the meter base if 
the ( (seseviee—disecocnnececting means—and)) meter base ((a*re)) is not lo- 
cated within sight and within ((5)) five feet of ((eaeh—-cther)) where 
a sign is required by NEC 702.7(A). When a disconnecting means re- 
quired by NEC 230.85 is not present, the sign(s) required in NEC 
702.7(A) must be placed at the service disconnecting means and the me- 
ter base if the service disconnecting means and the meter base are not 
located within sight and within five feet of each other. 


AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-705 Interconnected electric power production sour- 
ces. (1) For utility interactive systems, any person making intercon- 
nections between a power production source and the utility distribu- 
tion network must consult the serving utility and is required to meet 
all additional utility standards. 

011 Supply side source connections. 

(2) In addition to the requirements of NEC 705.11, electric power 
production source conductors connected to the supply side of the serv- 
ice disconnecting means must be installed using wiring methods speci- 
fied for service conductors in WAC 296-46B-230(7). The disconnecting 
means providing overcurrent protection for the electric power produc- 
tion source conductors must comply with NEC 230.82(6). This disconnect 
is not required to be grouped with the service disconnecting means for 
the building or structure. Grounding and bonding must be in accordance 
with NEC 250.25. 

(3) A system design review defined in WAC 296-46B-100 is required 
when any power sources regulated under NEC articles 230 (Services); 
445 (Generators); 480 (Stationary Standby Batteries); 690 (Photovolta- 
ic Systems); 692 (Fuel Cell Systems); 694 (Wind Electric Systems); 700 
(Emergency Systems); 701 (Legally Required Systems); 702 (Optional 
Standby Systems); 706 (Energy Storage Systems), or other power sources 
are interconnected as part of a NEC 705 system. The system design re- 
view must be available at the installation site at the time of the 
first inspection and until the inspection process is complete. 
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WAC 296-46B-710 Standalone systems. A system design review de- 
fined in WAC 296-46B-100 is required when power sources regulated un- 
der NEC articles 445 (Generators); 480 (Stationary Standby Batteries); 
690 (Photovoltaic Systems); 692 (Fuel Cell Systems); 694 (Wind Elec- 
tric Systems); 700 (Emergency Systems); 701 (Legally Required Sys- 
tems); 702 (Optional Standby Systems); 706 (Energy Storage Systems), 
or other power sources are interconnected as part of a NEC 710 system. 
The system design review must be available at the installation site at 
the time of the first inspection and until the inspection process is 
complete. 


AMENDATORY SECTION (Amending WSR 13-03-128, filed 1/22/13, effective 
3/1/13) 


WAC 296-46B-800 ((Communiceations—systems—Communications—cir-— 
euits—)) General requirements for communications systems. 


( (General-)) 

Chapters 1 through 7, NEC, supplement and modify the requirements 
of chapter 8, NEC. If there are specific requirements or exceptions 
described in chapter 8, NEC, that are different from those in chapters 
1 through 7, NEC, chapter 8 will prevail. 

001 Installation. 

(1) All telecommunications installations on an end-user's proper- 
ty, beyond the end-user's telecommunications network demarcation 
point, made by a telecommunications service provider, both inside and 
outside of a building or structure, must conform to all licensing, 
certification, installation, permitting, and inspection requirements 
described in chapter 19.28 RCW and this chapter. 

(2) Telecommunications service providers including its subcon- 
tractors and agents must install and maintain points of demarcation in 
conformance with Code of Federal Regulations (C.F.R.), Title 47, Chap- 
ter 1, Part 68, Subpart B, Sec. 68.105 and may not place a point of 
demarcation further than ((#wetve)) 12 inches within an end-user's oc- 
cupied space. 

(3) The telecommunications service provider must identify the 
telecommunications network demarcation point(s) with an identification 
plate or label having: 

(a) The provider's name; 

(b) Customer/end-user's name; and 
(c) If a CWSTP is used, the option type used. 

(4) The C.F.R. prescribes that telecommunications service provid- 
ers must choose either a MPOE (minimum point of entry) or CWSTP (cable 
wire service termination policy) which regulates where demarcations 
are placed within a multitenant environment. 

(5) A telecommunications service provider, including its subcon- 
tractors and agents provisioning service for a second provider who is 
not the end-user of the service, must place the point of demarcation 
no further than ((#wetve)) 12 inches from the nearest POP (point of 
presence), of the serving provider, to the eventual end-user. 

(6) Telecommunications service providers must designate each 
building that they provide services to with labeling at the terminat- 
ing point(s) of their facilities indicating: 
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(a) Whether the building is under a MPOE policy; or 
(b) Which option of a CWSTP is in effect. 
(7) 
a 


The CWSTP options for demarcation placement are as follows: 
) All telecommunications service provider facilities will ter- 
minate at one location, mutually agreed upon by the provider and the 
building owner or designee, upon entry into the building, normally at 
the lowest common serving point. All demarcations will be placed no 
more than ((#wetve)) 12 inches from this point. The building owner 
and/or tenants will provide, manage and maintain building wire and ca- 
ble placed beyond this demarcation point location. 
(b) The telecommunications service provider's facilities will 
terminate at common locations, mutually agreed upon by the provider 
and the building owner or designee, throughout the building (terminal 
rooms, utility closets, etc.). The telecommunications service provider 
will provide, manage and maintain the building cable and registration 
jacks that denote the demarcation points. The demarcation points will 
be placed at these locations and will be accessible to end-users at 
these locations. This (b) is not an option for single tenant build- 
ings. 


(c) The telecommunications service provider will terminate fa- 
cilities and place demarcations at locations, mutually agreed upon by 
the provider and the building owner or designee, within the individu- 
ally occupied units, within ((#wetve)) 12 inches or a similarly rea- 
sonable distance of cable/wire entry. The provider will provide, man- 
age and maintain the building cable, network terminating wire and reg- 
istration jacks that denote the demarcation point. This (c) is not an 
option for single tenant buildings. 


(d) All telecommunications service provider facilities and demar- 
cations will terminate at one location on the property, mutually 
agreed upon by the provider and the building owner or designee. Th 


building owner and/or tenants will provide, manage and maintain build- 
ing wire and cable placed beyond the demarcation point location. 

(8) The telecommunications installer must confer with the tele- 
communications provider when determining the point of demarcation. 

002 Definitions. 

(9) "CWSTP (cable, wire and service termination policy)" is the 
policy of the Federal Communications Commission (FCC) and the Washing- 
ton utilities and transportation commission (WUTC) prescribed by tar- 
iff that governs negotiations between building owners and telecommuni- 
cations service providers regarding the configuration of POP(s) and 
demarcation point(s) in multitenant buildings when a MPOE policy is 
not elected by the telecommunications service provider. 

(10) "MPOE (minimum point of entry)" is a building wiring policy 
of the FCC and WUTC for multitenant environment locations that can be 
elected by telecommunications service providers. It prescribes that 
the telecommunications service provider will provide a single POP for 
access to its network and is located either at the closest practicable 
point to where a telecommunications service provider's facilities (fi- 
ber, coax, or copper) cross a property line or at the closest practi- 
cable point to where the wiring enters a multiunit building or build- 
ings. All demarcations provided for customers and end-users by the 
provider will be placed within ((#wetve)) 12 inches of that POP. 

(11) "POP (point-of-presence) ," also called a "POT (point-of-ter- 
mination) ," is a designated point at or near a customer premise at 
which a telecommunications service provider's facilities for the pro- 
vision of access servic nds. This can be a fiber, coax, or copper 
connection point. Depending on the telecommunications service provid- 
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er's CWSTP with the individual building owner, demarcations may be es- 
tablished at the POP or at other designated locations. When the cus- 
tomer of a telecommunications service provider is another carrier, the 
demarcation will be at the closest POP to the end-user. A telecommuni- 
cations service provider may have multiple POPs within a multiple ten- 
ant environment. 


AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-908 Class B permits. 


Class B electrical work permit - Use. 
(1) The Class B basic electrical random inspection process (Class 
B process) may only be used by: 


(a) Licensed electrical/telecommunication contractors; or 

(b) Health care, commercial, or industrial facilities using an 
employee(s) who is an appropriately certified electrician(s) after re- 
questing, in writing, and receiving permission from the chief electri- 


cal inspector. 

Each entity doing work must use a separate label. 

(2) The Class B random inspection process is only available if 
the label is validated and the label or label number is posted before 
beginning the work. 

(a) For Class B labels obtained after February 28, 2013: 

(i) Prior to, or immediately upon posting the Class B label/ 
number, the purchaser must use the department's online Class B system 
to enter the job site information for an unused Class B label obtained 
by the purchaser. If the posting occurs on a weekend or a federal/ 
state holiday, the purchaser must use the online system to enter the 
information no later than the first business day after posting the la- 
bel/number; 
(ii) The person identified as the installer on the Class B label 
post the Class B label or label number, in a conspicuous perma- 
manner, at the: 

(A) Main service/feeder location supplying the structure or sys- 
tem; or 

(B) Purchaser's equipment, or on the equipment conductors if the 
equipment is not in place. 

(iii) The Class B label is valid immediately upon the purchaser 
completing the job site information in the department's online Class B 
system, and posting of the Class B label or label number per (a) (ii) 
of this subsection. 

(b) For Class B labels obtained before March 1, 2013: 

(i) The purchaser must fully enter the job site information on 
the job site and contractor portions of the Class B label. 

(ii) The person identified as the installer on the Class B label 
must post the completed job site copy, in a conspicuous permanent man- 
ner, at the: 

(A) Main service/feeder location supplying the structure or sys- 


must 
nent 


tem; 


(B) Purchaser's equipment, or on the conductors if the equipment 

is not available. 
(iii) The purchaser must return the contractor copy to the De- 

partment of Labor and Industries, Electrical Section, Chief Electrical 
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Washington State Register, 


P.O. Box 44460, 
15 working days after the job site portion of the Class B installation 


Olympia, 


WA 98504-4460 wi 


Issue 23-24 


thin ( (#+£teen) ) 


label is affixed. 

(iv) The Class B label 
job site. 

(3) Class B labels will 


and nontransferable. 
label 


(4) Class B 


e 


(5) 


B label. 
Any entit 


a Class 
(6) 


pliance with the provisions for purchasing, 
and any other requirement of usage. 


installations, 


ty using 


inspecti 


(7) A separat 
in subsection 
an item 
bels are required 
(8) 


ted 


(9) All 


(10) 
under subsection 


to using no more than two 
ass B work must 


te label is required for each line 


of this section. 
(10) (a) 


and 


is valid immediately upon posting on the 
be sold in blocks and are nonrefundable 


installations will be inspected on a random ba- 
sis as determined by the department. 

A progress inspect 
quired when a correction(s) 


tion fee is required for any inspection re- 
is issued as a result of the inspection of 


the Class B process may be audited for com- 


on, reporting of 


item listed below 


For example, if 
(b) (i) of this 


c] 


after the lab 


is validated. 


Class B may be posted. 
Except that, in a one- or two-family residentia 


bel is valid for 


( (maety)) 


120 days after th 
long as all work described on the label 


the work includes 
section, two la- 


An entity using a Class B basic inspection 
labels per week per job site. 
be completed within ( 
If the work is no 


label 


t completed, 


label is restric- 
(f+£teen)) 15 days 
another 


l structure, a la- 
is validated, so 


is performed 


by the purchaser. 


(10) Class B work includes the following: 

(a) Extension of not more than one branch electrical circuit 
limited to 120 volts and 20 amps each where: 

(i) No cover inspection is necessary. For the purposes of this 
section, cover inspection does not include work covered by any surface 
that may be removed for inspection without damaging the surface; and 

(ii) The extension does not supply more than two outlets as de- 
fined by the NEC. 

(b) Single like-in-kind replacement of: 


(i) 


(ii) 


A motor larger than 
The internal 


wiring 


ation unit or household appliance; 


(iii) 


amps and associated C] 
new low-voltage control 
heat pump, 
connected to an exist 
a boiler is not 


new thermostat, 
furnace is 
of this section, 
(iv) An 


An electric/gas/oil 


individual 


ly controll 


10 horsepower; 
of a furnace, 
or 

furnace not exceeding 240 volts and 100 
lass 2 low voltage wiring (i.e., altered and/or 
l wiring from 
air conditioner, 
ting branch circuit. 
a furnace; 
ed electric room heater 


or 
air cond 


the furnace to a 
condense 


or 


board, wall, 
unit, 


(v) 


residential load control 


part of an energy 
utility and where 
or 

(vi) 
(o) (i), (iii), 


A singl 
or 
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air conditioning 
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n existing and/or 
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For the purposes 
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unit, heat pump 
40 minimum cir- 
the unit is 


t more than five 


wher 
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(iv) of 


80 ] 


not over 


installed as 


lts and 40 amps; 


line-voltage flexible supply whip associated with 
this subsection, 
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length, provided ther 
feeder load being supplied by 
B label with th 


pe 


Washington State Register, 


are no modificat 


the whip. 
th 


replacement unit if done at 
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tions to the branch circuit/ 
May be done on the same Class 


tim 


S 


am 


of devices not exceeding 100 volt-am- 
] ] tage systems in 


(c) The following low voltage systems: 
(i) Repair and replacement 
res in Class 2, Class 3, or power limited low vol 
one- and two-family dwellings; or 


(ii) Repair 
peres in Class 2 


and replacement of devices not exceeding 100 volt-am- 


, Class 3, 


other buildings, 
call systems and 
the NEC; or 
(iii) The i 
ermostat, audi 
blic address, 


th 
pu 
not exceed 
feet. 
in 


or power 


limited low vol 


tage systems in 


provided the equipment is not for fire alarm or nurse 


is not 


nstallation of Class 2 or 3 device(s) 
burglar alarm, 
or access control 
( (twenty) ) 
This does not include fire alarm, 
dustrial automation/control or energy managemen 


O, security, 


located in an area cl 


20 devices or 


intercom, 


lassified as hazardous by 


or wiring for 
amplified sound, 


systems where the installation does 


( (Eees) ) 
nurse call, 


sys 


5,000 square 
lighting control, 
tems; 


or 


tion 


tF) ) 


cles with GFCI, 


(iv) Te 
in RCW 


(d) Th 


( ($4re+housand) ) 


replacement of not more 
AFCI, 


lecommunications cabling and equipment 
19.28.470 where the installation does not 
20 devices or 5,000 square feet; 


10 st 


than 


( (ter) ) 


exceed ( 


requiring inspec- 


(wen— 


tandard recepta- 
or dual function AFCI/GFCI receptacles; 


(e) 
conversion; 
(f) The 


Paddle fans, 


switches, dimmer 


The conversion of not more 
dimmers or occupancy sensors for the 


like-in-kind replacement 
luminaires not exceeding 277 volts and 20 amperes; 
receptacle outlets, 


S, 


ing elements, luminaire ballasts, 


LED luminaires; 


lacement of not 


(g) The rep 
fans if a listed 
luminaires; 
(h) Th 


lacement 


rep 


larger than 
equipment (e.g., 
system, con 


uninterruptable power supply, 
trol panel, etc.); 


talla 


(1) The ins 
alone solar phot 
(1) Electri 


ovoltaic sourc 


more 


of not more 
150 amp hours each that s 


than ( (#e8) ) 
use of controlling a 


of a maximum of 


than two 


than four ba 
upply power 


th 


cal 


the attachment and electrical connection of the solar pho 
the installation and attach 


source to the equipment, 
ing electrode, and the placement of 
other structure; 

(ii) Solar photovoltaic source and 
than 15 volts DC; 

(iii) Solar photovoltaic source is 
power; and 

(iv) Equipment 
ly labeled as a single unit. The label m 
cal testing laboratory or for equipment 
beled according to WAC 296-46B-010 ( (#2 

(j) The installation or replacement 
an existing single 120-volt, 
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tion or repair of equipment powered by a stand- 
wher 
equipment requires no field assembly except 
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lacement of output cables consisting of a 
le and an electric vehicle 
lectric vehicle supply 


connector when 
equipment. 


(11) Class B basic electrical work does not include any work in: 

(a) Areas classified as Class I, Class II, Class III, or Zone lo- 
cations per NEC 500; or 

(b) Areas regulated by NEC 517 or 680; or 

(c) Any work where electrical plan review is required; or 

(d) Fire alarm, nurse call, lighting control, industrial automa- 


tion/control or energy management syst 
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WAC 296-46B-920 Electrical/telecommunications license/certifi- 


cate types and scope of work. 


electrical 


types of electrical and tel 
lumbing under RCW 18.106.150. 


P 


(1) 


General electrical (01): 
license and/or certifica 


installat 


A general 


te encompasses all phases and all 
lecommunications 


ions and minor 


For 


the purposes of RCW 18.106 


like-in-kind replacement includes the appliance or a 


of the appliance 


(e.g., 


a water heater). 


Special 
(2) All 


electrical work described wi 
by the occupancy and 
of work. Except for resident 
ties does not incl 
See RCW 18.106.150 for pl 
specialty. For the purposes of RCW 
replacement includes the appliance or any component part of 


cial 
RCW. 
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limited to, 


the scope of work for 
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location described within the s 
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these spe- 
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the like-in-kind 


the appli- 


ance (e.g., such as, but not limited to, the thermostat in a water 
heater). Specialty (limited) electrical licenses and/or certificates 
are as follows: 

(a) Residential (02): Limited to the telecommunications, low 
voltage, and line voltage wiring of one- and two-family dwellings, or 
multifamily dwellings of types III, IV or V construction when there 


are not more than six stories of multifamily dwellin 


IV or V cons 
All line vol 


tage wiring 


required by 


the National 


truction above grade or above types 
for receptacle out] 


or 


gs of types III, 
II construction. 


lets and 1 


ighting outlets 


Electrical Code 


(NFPA 70) a 


dopted under WAC 


is 


296-46B-010 
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1 
ical damage, 


limited to nonmetal] 


1 


wiring embedded in masonry or concrete, 


Lic sheathed cable 


, except for 


))a 


Wiring sub- 
wir- 


ing buried below grade or located in a wet location, 


wiring to unfin- 


ished space areas adaptable to future dwelling unit living areas, 


or 


wiring where 


nonmetallic 


sheathed 


cable is not allow 


ed by installation 
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ted under this chapter. 
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complex offices/garages, site lighting when supplied from the resi- 
dence or ancillary structure, and other structures directly associated 
with the functionality of the residential units. 

(ii) This specialty does not include wiring of: 

(A) Any portion of any occupancy of types I or II construction; 


or 

(B) Occupancies defined in WAC 296-46B-900(1), or commercial oc- 
cupancies such as: Motels, hotels, offices, assisted living facili- 
ties, or stores; or 

(C) Services, generators, HVAC/refrigeration equipment, fire 
pumps or other equipment that serve other than one- and two-family 
dwellings, or multifamily dwellings of types III, IV, or V construc- 
tion or ancillary structures, or facilities or equipment used primari- 
ly for commercial purposes except those directly associated with the 
functionality of multifamily complex residential units; or 
(D) Interconnected electric power production sources not connec- 
ted to equipment that supplies one- and two-family dwellings, or mul- 
tifamily dwellings of types III, IV or V construction, or ancillary 
structures; or 

(E) Any portion of wiring for conveyances regulated under chapter 
70.87 RCW serving more than one residential dwelling unit. 

(iii) For the purposes of this section, classification of types 
of construction are as determined by the local building official. 

(iv) See RCW 18.106.150 for plumbing exceptions for the residen- 
tial (02) specialty. 
(b) Pump and irrigation (03): Limited to the electrical connec- 
tion of circuits, feeders, controls, low voltage, related telecommuni- 
cations, and services to supply: Domestic water systems and public wa- 
ter systems include but are not limited to pumps, pressurization, fil- 
tration, treatment, or other equipment and controls, and irrigation 
water pumps, circular irrigating system's pumps and pump houses. 

This specialty may also perform the work defined in (c) of this 
subsection. 

Also see RCW 18.106.010 ((4498+)) (4) (c). 
(c) Domestic pump (03A): Limited to the extension of a branch 
circuit, which is supplied and installed by others, to signaling cir- 
cuits, motor control circuits, motor control devices, and pumps which 
do not exceed 7 1/2 horsepower at 250 volts AC single phase input pow- 
er, regardless of motor controller output or motor voltage/phase, used 
in residential potable water or residential sewage disposal systems. 
Domestic water systems and public water systems include but are not 
limited to pumps, ee filtration, treatment, or other 
equipment and control 

Also see RCW 18. 106. O10 ( (4-)) (14) (c). 
d) Signs (04): Limited to placement and connection of signs and 
outline lighting, the electrical supply, related telecommunications, 
controls and associated circuit extensions thereto; and the installa- 
tion of a maximum 60 ampere, 120/240 volt single phase service to sup- 
ply power to a remote sign only. This specialty may service, maintain, 
repair, or install retrofit kits within housings of existing exterior 
luminaires that are mounted on a pole or other structure with like-in- 
kind or retrofit kit components. 
(i) Electrical licensing/certification is not required to: 
(A) Clean the nonelectrical parts of an electric sign; 
(B) Form or pour a concrete pole base used to support a sign; 

(C) Operate machinery used to assist an electrician in mounting 
an electric sign or sign supporting pole; or 


~ 
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(D) Assemble the structural parts of a billboard. 

(ii) Electrical licensing/certification is required to: Install, 
modify, or maintain a sign, sign supporting pole, sign face, sign bal- 
last, lamp socket, lamp holder, disconnect switch, or any other part 
of a listed electric sign. 

(e) Limited energy system (06): Limited to the installation, re- 
pair, replacement, and maintenance of signaling and power limited cir- 
cuits and related equipment. This specialty is restricted to low-volt- 
age circuits. This specialty includes ( (*he—t+mstatteticneof)) telecom- 
munications, HVAC/refrigeration low-voltage wiring, fire protection 
Signaling systems, intrusion alarms, energy management and control 
systems, industrial and automation control systems, lighting control 
systems, commercial and residential amplified sound, public address 
systems, and such similar low-energy circuits and equipment in all oc- 
cupancies and locations. 

(i) For the purposes of this section, when a line voltage connec- 
tion is removed and reconnected to a replacement component located in- 
side the control cabinet, the replacement must be like-in-kind or re- 
placed using the equipment manufacturer's authorized replacement com- 
ponent. The line voltage circuit is limited to 120 volts 20 amps maxi- 
mum and must have a means of disconnect. 

(ii) The limited energy systems (06) specialty may repair or re- 
place line voltage connections terminated inside the cabinet to power 
supplies internal to the low voltage equipment provided there are no 
modifications to the characteristics of the branch circuit/feeder load 
being supplied by the circuit. 

(iii) The limited energy systems (06) specialty may not replace 
or modify the line voltage circuit or cabling or alter the means of 
connection of the line voltage circuit to the power supply or to the 
control cabinet. 

Limited energy electrical contractors may perform all telecommu- 
nications work under their specialty (06) electrical license and ad- 
ministrator's certificate. 

(£) HVAC/refrigeration system((s)) specialties: 

(i) See WAC 296-46B-100 for specific HVAC/refrigeration defini- 
tions. 

(ii) For the purposes of this section when a component is re- 
placed, the replacement must be like-in-kind or made using the equip- 
ment manufacturer's authorized replacement component. 

(iii) ((#$#e)) HVAC/refrigeration ( (spectatties _deseribed in 

j -on)) (06A): 

(A) The (06A) specialty is not limited by voltage, phase, or am- 
perage except as limited by (f) (iii) (A) (1X) and (X) of this subsec- 
tion. No unsupervised electrical trainee can install, repair, replace, 
or maintain any part of a HVAC/refrigeration system that contains any 
circuit rated over 600 volts whether the circuit is energized or dee- 
nergized. This specialty may: 

((4+44)) (1) Install, repair, replace, and maintain HVAC/refriger- 
ation: Telecommunications, Class 2 low-voltage control circuit wiring/ 
components in all residential occupancies; 

((4+B+)) (TI) Install, repair, replace, and maintain line voltage 
components within HVAC/refrigeration equipment. Such line voltage com- 
ponents include product illumination luminaires installed within and 
powered from the HVAC/refrigeration system (e.g., reach-in beverage 
coolers, frozen food cases, produce cases, etc.) and new or replaced 
factory authorized accessories such as internally mounted outlets; 
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or maintain the internal compo- 


nents of the HVAC/refrigeration equipment disconnecting means or con- 
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e Raceway/conduit systems, except as allowed for the (06A) spe- 
cialty by (f) (i111) (A) (1X), (X), and (XI) of this subsection; 

e Line voltage: Service, feeder, or branch circuit conductors, 
except as allowed for the (06A) specialty by (f) (iii) (A) (1X) and (X) 
of this subsection. However, if a structure's feeder/branch circuit 
supplies HVAC/refrigeration equipment containing a supplementary over- 
current protection device(s), this specialty may install the conduc- 
tors from the supplementary overcurrent device(s) to the supplemental 
HVAC/refrigeration equipment if the supplementary overcurrent device 
and the HVAC/refrigeration equipment being supplied are located within 
Sight of each other; or 

e Panelboards, switchboards, or motor control centers external to 
HVAC/refrigeration system. 


( (4) HAC refteigeration—{06A}+ SA} 


+B) -Fhis—_spectaltzy may net)) (III) Install, repair, replace, or 
maintain: Any electrical wiring governed under article(s) 500, 501, 
502, 503, 504, 505, 510, 511, 513, 514, 515, or 516 NEC (i.e., classi- 
fied locations) located outside the HVAC/refrigeration equipment. 

( (+74+)) (iv) HVAC/refrigeration - Restricted (06B): 

( (4A) -fhis—spectatty may net perform any eteectetecat week where 


+¢)} Fhis_specialty may nct)) (A) The (06B) HVAC/refrigeration 
specialty may not perform any electrical work where the primary elec- 
trical power connection to the HVAC/refrigeration system exceeds: 250 
volts, single phase, or 120 amps or electrical work outlined in 
(£) (iv) (B) of this subsection. The (06B) HVAC/refrigeration specialty 


may: 


(I) Install, repair, replace, and maintain HVAC/refrigeration: 
Telecommunications, Class 2 low-voltage control circuit wiring/compo- 
nents in all residential occupancies; 
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tain HVAC/refrigeration: 


Telecommunications, 


Class 2 low-voltage cont 


trol 


circuit wiring/compo- 
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that have no more 


than 


three stories on/above grade; 
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(e.g., 


reach-in beverage 
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or maintain 
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or maintain line voltage flexible supply 
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ar 
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th 


e 
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(B) The (06B) HVAC/refrigeration specialty may not: 
(I) Install line voltage controllers or disconnect switches ex- 


ternal to HVAC/refrigera 


tion equipment; 


Exception: 


If HVAC/R equipment is being replaced, this specialty may remove and replace a disconnecting means enclosure mounted on the 


surface of the HVAC/R equipment with a like-in-kind disconnecting means enclosure rated not more than 20 amperes and 120 volts 
using the existing wiring method. When performing this work, this specialty may install up to ten feet of raceway to provide physical 


protection for nonmetallic cables, but the raceway may not terminate in a panelboard. 
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e Integrated building control systems, other than HVAC/refrigera- 
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e Line voltage: Service, feeder, or branch circuit conductors. 


However, if a st 


ructure's feeder/branch circuit supplies HVAC/refrig- 


eration equipment containing a supplementary overcurrent protection 


device(s), this 


specialty may install the conductors from the supple- 


mentary overcurrent device(s) to the supplemental HVAC/refrigeration 


equipment if the supplementary overcurrent device and the HVAC/refrig- 


eration equipment being supplied are located within sight of each oth- 


er; or 


e Panelboards, switchboards, or motor control centers external to 


HVAC/refrigeration system. 


(III) Install, repair, replace, or maintain: 


e The allowed telecommunications/low-voltage HVAC/refrigeration 


wiring in a conduit/raceway system; or 


e Any electrical work governed under article(s) 500, 501, 502, 
503, 504, 505, 510, 511, 513, 514, 515, or 516 NEC (i.e., classified 


locations). 


(g) Nonresidential maintenance (07): Limited to maintenance, re- 


pair and replacement of like-in-kind existing electrical equipment and 
conductors. This specialty does not include maintenance activities in 


residential dwel 


lings defined in (a) of this subsection for the purpo- 


ses of accumulating training experience toward qualification for the 


residential (02) 


specialty electrician examination. 


(i) This specialty includes the installation and connections of 
temporary conductors and equipment for the purpose of load testing, 


not to exceed 60 


(ii) For the purposes of replacement of electrical equipment, 


QO volts. 


where the new equipment has a lower ampere rating than the equipment 
being replaced and there are no modifications to the ampacity rating 


of the existing 


conductors, this specialty may replace a device(s) 


that provides overcurrent or overload protection for the new equipment 


with a device(s) 


having a lower ampere rating in accordance with the 


nameplate rating of the new equipment. 


(iii) This 
(J), (k), and (1 


specialty may perform the work defined in (h), (i), 
) of this subsection. 


(h) Nonresidential lighting maintenance and lighting retrofit 


(07A): Limited t 
tial luminaires 
luminaires and i 
grades. This spe 
the installation 
work is limited 
may be replaced 
does not include 


o working within the housing of existing nonresiden- 
for work related to repair, service, maintenance of 
nstallation of energy efficiency lighting retrofit up- 
cialty includes replacement of ballasts, sockets, and 
of listed lighting retrofit reflectors and kits. All 
to the luminaire body, except remote located ballasts 
or retrofitted with approved products. This specialty 
installing new luminaires or branch circuits; moving 


or relocating ex 
cuits. 


isting luminaires; or altering existing branch cir- 


(i) Residential maintenance (07B): This specialty is limited to 


residential dwel 


lings as defined in WAC 296-46B-920 (2) (a), multistory 


dwelling structures with no commercial facilities, and the interior of 
dwelling units in multistory structures with commercial facilities. 
This specialty may maintain, repair, or replace (like-in-kind) exist- 


ing electrical u 


tilization equipment, and all permit exempted work as 


defined in WAC 2 
This specia 


96-46B-901. 
lty is limited to equipment and circuits to a maximum 


of 250 volts, 60 


This special 


and line voltage 
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there are no modifications to the characteristics of the branch cir- 
cuit or whip. 
For the purpose of this specialty, "electrical equipment" does 
not include electrical conductors, raceway or conduit systems external 
to the equipment or whip. This specialty cannot perform any plumbing 
work regulated under chapter 18.106 RCW. 

(Jj) Restricted nonresidential maintenance (07C): This specialty 
may maintain, repair, or replace (like-in-kind) existing electrical 
utilization equipment, and a permit exempted work as defined in WAC 
296-46B-901 except for the replacement or repair of circuit breakers. 

This specialty is limited to equipment and circuits to a maximum 
of 277 volts and 20 amperes for lighting branch circuits only and/or 
maximum 250 volts and 60 amperes for other circuits. 

The replacement of luminaires is limited to in-place replacement 
required by failure of the luminaire to operate. Luminaires installed 
in suspended lay-in tile ceilings may be relocated providing: The 
original field installed luminaire supply whip is not extended or re- 
located to a new supply point; or if a manufactured wiring assembly 
supplies luminaire power, a luminaire may be relocated no more than 
eight feet providing the manufactured wiring assembly circuiting is 
not changed. 

This specialty may disconnect and reconnect low-voltage control 
and line voltage supply whips not over six feet in length provided 
there are no modifications to the characteristics of the branch cir- 
cuit. For the purpose of this specialty, "electrical equipment" does 
not include electrical conductors, raceway or conduit systems external 
to the equipment or whip. 

This specialty may perform the work defined in (h) and (i) of 
this subsection. 

This specialty cannot perform any work governed under Article(s) 
500, 501, 502, 503, 504, 505, 510, 511, 513, 514, 515, or 516 NEC 
(1.e., classi ied locations). This specialty cannot perform any plumb- 
ing work regulated under chapter 18.106 RCW. 

(k) Appliance repair (07D): Servicing, maintaining, repairing, or 
replacing household appliances, sma commercial/industrial applian- 
ces, and other small electrical utilization equipment. 

(i) For the purposes of this subsection: 

(A) The appliance or electrical utilization equipment must be 
self-contained and built to standardized sizes or types. The appli- 
ance/equipment must be connected as a single unit to a single source 
of electrical power limited to a maximum of 250 volts, 60 amperes, 
single phase. 
(B) Appliances and electrical utilization equipment include, but 
are not limited to: Ovens, office equipment, vehicle repair equipment, 
commercial kitchen equipment, self-contained hot tubs and spas, grind- 
ers, and scales. 

(C) Appliances and utilization equipment do not include systems 
and equipment such as: Alarm/energy management/similar systems, lumin- 
aires, furnaces/heaters/air conditioners/heat pumps, sewage disposal 
equipment, door/gate/similar equipment, or individual components in- 
stalled so as to create a system (e.g., pumps, switches, controllers, 
etc.). 

(ii) This specialty includes: 

(A) The in-place like-in-kind replacement of the appliance or 
equipment if the same unmodified electrical circuit is used to supply 
the equipment being replaced. This specialty also includes the like- 
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AMENDATORY SECTION (Amending WSR 20-11-053 and 20-14-083, filed 
5/19/20 and 6/30/20, effective 10/29/20) 


WAC 296-46B-925 Electrical/telecommunications contractor's li- 
cense. 


General. 

(1) The department will issue an electrical/telecommunications 
contractor's license that will expire ( (4went;-feus)) 24 months fol- 
lowing the date of issue to a person, firm, partnership, corporation 
or other entity that complies with requirements for such license in 
chapter 19.28 RCW. An electrical/telecommunications contractor's li- 
cense will not be issued to or renewed for a person, firm, or partner- 
ship unless the Social Security number, date of birth, and legal ad- 
dress of each member(s) (see WAC 296-46B-100 definition for member), 
are submitted with the application. The department may issue an elec- 
trical/telecommunications contractor's license for a period greater or 
less than ( (4wenty;-feus)) 24 months for the purpose of equalizing the 
number of electrical contractor's licenses that expire each month. The 
department may prorate the electrical/telecommunications contractor's 
license fee according to the license period. 

The applicant, upon application and renewal, must provide the de- 
partment with the Social Security number, date of birth, and legal ad- 
dress of each member(s). 

(2) Combination specialty contractor's license. The department 
may issue a combination specialty contractor's license to a firm that 


qualifies for more than one specialty electrical contractor's license. 
The assigned administrator must be certified in all specialties appli- 
cable to the combination specialty contractor's license. The licens 
will plainly indicate the specialty licenses' codes included in the 


combination license. An administrator assigned to a telecommunications 
contractor must be certified as a telecommunications administrator. A 
combination license will not be issued for telecommunications (09). 

(3) See RCW 19.28.041(7) for a contractor doing domestic pumping 
work as defined in RCW 18.106.010 ((405)) (14) (c). 

(4) The department may deny application, renewal, change of as- 
signment of administrator/master electrician, reinstatement, or issu- 
ance of an electrical/telecommunications contractor's license if a 
firm, an owner, partner, member, or corporate officer owes money as a 
result of an outstanding final judgment(s) under chapter 19.28 RCW. 


Electrical/telecommunications contractor bond, cash or securities 
deposit. 

(5) Bond, cash, or securities deposit. 

(a) The electrical/telecommunications contractor may furnish the 
department with a cash or security deposit to meet the bond require- 
ments in lieu of posting a bond. A cash or security deposit assigned 
to the department for bond requirements will be held in place for one 
year after the contractor's license is expired, revoked, or the owner 
notifies the department in writing that the company is no longer doing 
business in the state of Washington as an electrical/telecommunica- 
tions contractor. Upon written request, the cash or security deposit 
will then be released by the department providing there is no pending 
legal action against the contractor under chapter 19.28 RCW of which 
the department has been notified. 

(b) See RCW 19.28.041(7) for a contractor doing domestic pumping 
work as defined in RCW 18.106.010 ((4-)) (4) (c). 
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exemptions listed in RCW 19.28.261. Removal of a component or only a 
portion of an equipment unit is considered electrical maintenance and 
does not qualify for this exemption. 


Exemptions - Electrical utility and electrical utility's contrac- 
tor. 

(18) Electrical utility exemptions. 

(a) Utility system exemption - RCW 19.28.010(1) and 19.28.091(1). 

(i) Neither a serving electrical utility nor a contractor or sub- 
contractor employed by the serving electrical utility is required to 
have an electrical contractor's license for work on the "utility sys- 
tem" or on service connections or on meters or other apparatus used to 
measure the consumption of electricity. 
(ii) Exemption from inspection. The work of a serving electrical 
utility and its contractor(s) on the work exempted by NEC 90.2 (b) (5), 
1981 edition, is not subject to inspection. 

(b) Street/area lighting exemption - RCW 19.28.091 (2) (a). 

(1) On: 

(A) Publicly owned streets, parks, athletic/play fields, beaches, 
and similar areas where the public has general, clear, and unrestric- 
ted access; or 
(B) Outside area lighting installed on a utility owned pole(s) 
that is used to support the utility's electric distribution wiring or 
equipment that supplies a private property owner's property, the serv- 
ing electrical utility is considered to be an owner and is not re- 
quired to have an electrical contractor's license or electrical permit 
to install or work on wiring or equipment, owned by the utility and 
used in the lighting of those streets/areas. 

(ii) On other privately or publicly owned property (e.g., private 
streets, parking lots, businesses, schools, etc.), the serving utility 
is not required to have an electrical contractor's license or electri- 
cal permit to install or work on outside street/area lighting where 
the light(s) is supplied directly from the utility system and instal- 
led according to the NESC or NEC. 

This work is considered to be utility type work. 

An electric utility is not allowed to install or work on street/ 
area lighting: 

(A) When the area is privately or publicly owned and the public 
does not have general, clear, and otherwise unrestricted access such 
as: Industrial property, residential property, or other property where 
the public's access is restricted in any manner. 

(B) Where the lighting is supplied from a source of power derived 
from a customer-owned electrical system. 

(C) Where the lighting or wiring is attached to a building or 
other customer-owned structure. 

(D) If the utility does not directly perform the installation or 
work, it may only contract the work to an appropriately licensed elec- 
trical contractor(s). See RCW 19.28.091 (3) 

(c) Customer-owned equipment exemption - RCW 19.28.091 (2) (b). A 
serving electrical utility is not required to have an electrical con- 
tractor's license to work on electrical equipment owned by a commer- 
cial, industrial, or public institution customer if: 

(i) The utility has not solicited such work; and 

(ii) Such equipment: 

(A) Is located outside a building or structure; and 
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(B) The work performed is ahead of the secondary side of the cus- 
tomer's transformer(s) which supplies power at the customer's utiliza- 
tion voltage. 

If the utility does not directly perform the installation or 
work, it may only contract the work to an appropriately licensed elec- 
trical contractor(s). See RCW 19.28.091(3). 

This work is considered to be utility type work. 

The owner will provide the electrical work permit and be respon- 
sible for requesting inspections and for ensuring the work is instal- 
led per chapter 19.28 RCW and this chapter. 


Exemptions - Electrical utility telecommunications transition 
equipment installations, maintenance and repair. 

(19) No license, inspection or other permit will be required by 
the department of any electric utility or, of any person, firm, part- 
nership or corporation or other entity employed or retained by an 
electric utility or its contractor, because of work in connection with 
the installation, maintenance, or repair of telecommunications transi- 
tion equipment located ahead of the utility's telecommunications net- 
work demarcation point on the outside of a building or other structure 
when the work is performed by a qualified person consistent with the 
requirements of the National Electric Code (NEC) except as provided in 
(a) and (b) of this subsection: 

(a) The following exceptions to the NEC will be permitted: 

(i) An additional service disconnect supplying power to the tran- 
sition equipment can be connected on the supply side of the main serv- 
ice disconnect supplying general power to the building; 

(ii) Service entrance disconnects may be separated when clearly 
labeled; 

(iii) The service disconnect used for supplying power to the 
transition equipment must be connected to the grounding electrode sys- 
tem using: 

(A) #8 AWG copper or larger grounding electrode conductor if pro- 
tected from physical damage; or 
(B) #6 AWG copper or larger grounding electrode conductor if not 
protected from physical damage; 

(iv) Use of equipment or materials that have been listed/field 
evaluated by a recognized independent testing laboratory or the de- 
partment; 

(v) Low-voltage circuits do not require a separate disconnecting 
means and may be grounded to the transition equipment grounding sys- 
tem; 


(vi) Any other variance to the NEC must be approved by the de- 
partment. 
(b) A variance recommended by a joint utility standards group 
composed of representatives of both public and private utilities or 
certified by a professional engineer will be approved by the depart- 
ment unless the recommendation is inconsistent with meeting equivalent 
objectives for public safety. 

(c) For the purposes of this section, a qualified worker is em- 
ployed by a utility or its contractor and is familiar with the con- 
struction or operation of such lines and/or equipment that concerns 
his/her position and who is proficient with respect to the safety haz- 
ards connected therewith, or, one who has passed a journey status ex- 
amination for the particular branch of the electrical trades with 
which he/she may be connected or is in a recognized training or ap- 
prenticeship course and is supervised by a journey level person. 
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manufacturer's authorized factory-trained technician to perform ini- 
tial calibration, testing, adjustment, modification incidental to the 
startup and checkout of the equipment, or replacement of components 
within the confines of the specific product, without permit or re- 
quired licensing, provided: 
(i) For transfer equipment, the product has not been previously 
energized or is within the manufacturer's written warranty period; 

(ii) Modifications to the equipment, as designated above, must 
not include any changes to the original intended configuration nor 
changes or contact with external or field-connected components or wir- 
ing; 


(iii) The manufacturer will be responsible for obtaining any re- 
quired reapproval/recertification from the original listing or field 
evaluation laboratory; or 

(iv) The manufacturer must notify the department if any modifica- 
tions have been made or reapproval/recertification is required. 

(b) Premanufactured electric power generation equipment assem- 
blies are made up of reciprocating internal combustion engines and the 
associated control gear equipment. Control gear equipment includes 
control logic, metering, and annunciation for the operation and the 
quality of power being generated by the reciprocating internal combus- 
tion engine and does not have the function of distribution of power. 
(c) Modifications of a transfer switch must not include changes 
to the original intended configuration or changes or contact with ex- 
ternally field-connected components. 

(d) For the purposes of this subsection, the following work on 
premanufactured electric power generation equipment assemblies is not 
exempt from the requirements of chapter 19.28 RCW: 

(i) Installation or connection of conduit or wiring between the 
power generation unit, transfer switch, control gear; 

(ii) Installation of the transfer switch; 

(iii) Connections between the power generation unit, transfer 
switch, control gear, and utility's transmission or distribution sys- 
tems; 


(iv) Connections between the power generation unit, transfer 
switch, control gear, and any building or structure; or 

) Test connections with any part of: 

(A) The utility's transmission or distribution system; or 

(B) The building or structure. 

(24) The installation, maintenance, or repair of a medical device 
deemed in compliance with chapter 19.28 RCW is exempt from licensing 
requirements under RCW 19.28.091, certification requirements under RCW 
19.28.161, and inspection and permitting requirements under RCW 
19.28.101. This exemption does not include work providing electrical 
feeds into the power distribution unit or installation of conduits and 
raceways. This exemption covers only those factory engineers or third- 
party service companies with equivalent training who are qualified to 
perform such service. 

(25) Coincidental electrical/plumbing work. See RCW 19.28.091 (8) 
for the plumber exemption. For the purposes of RCW 19.28.091(8), the 
like-in-kind replacement includes the appliance or any component part 
of the appliance such as, but not limited to, the thermostat in a wa- 
ter heater. 
(26) Nothing in this section will alter or amend any other exemp- 
tions from or requirement for licensure or inspection, chapter 19.28 
RCW or this chapter. 
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Photovoltaic equipment. 
(27) See WAC 296-46B-690 for specific exemptions related to pho- 
tovoltaic installations. 


Submersible well pump installers. 
(28) Firms that install submersible pumps and associated wiring 


in well casings, (excluding connection of pump wiring at the top of 
the wellhead) are not included in the requirements for licensing in 
chapter 19.28 RCW. 

EXCEPTION: For testing purposes of a new submersible pump, well drillers and submersible pump installers registered under chapter 18.27 RCW 


may temporarily connect a submersible well pump to a portable generator with cord and plug output. All temporary wiring and 
equipment must be removed immediately upon completion of testing. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-942 Training certificate required. 


General. 

(1) To work in the electrical construction trade as an electrical 
trainee, an individual must possess, wear, and visibly display a cur- 
rent valid electrical training certificate, learning the trade in the 
proper ratio, per RCW 19.28.161, under the supervision of a certified 
master journey level lectrician, journey level lectrician, master 
specialty electrician working in their specialty, or specialty elec- 
trician working in their specialty. 

The trainee must meet all the requirements of WAC 296-46B-940 re- 
lated to visibly displaying a current certificate and having a valid 
photo identification on his/her person. 

( (Beginning det; 28237,)) Unless working in a specialty, ap- 
prentices and individuals learning the electrical construction trade 
must have in their possession proof of apprenticeship or journey level 
training program registration. They must show their apprenticeship or 
training program registration documents to an authorized representa- 
tive of the department at the representative's request. 

(2) An active training certificate is required for all individu- 
als throughout the individual's enrollment and matriculation in an ap- 
proved construction electrician training school program described in 
RCW 19.28.191. A training certificate is required to work in the elec- 
trical construction trade if an individual does not: 

(a) Possess a current journey level certificate of competency is- 
sued by the department; 

(b) Possess a current specialty electrician certificate of compe- 
tency issued by the department while working in that specialty's scope 
of work; or 

(c) Is not working in exempt status as allowed by chapter 19.28 


RCW. 


(3) Trainees who have had their training certificates revoked or 
suspended (during the duration of the revocation or suspension) will 
not be issued a training certificate. 


Original training certificates. 

(4) The department will issue an original training certificate 
when the trainee applicant submits a complete training certificate ap- 
plication including: 

(a) Date of birth, mailing address, Social Security number; and 
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(b) All appropriate fees as listed in WAC 296-46B-909. 

All applicants for an electrical training certificate must be at 
least ((Steteen)) 16 years of age. The original training certificate 
will be valid for two years. If an individual has previously held an 
electrical training certificate, then that individual is not eligible 
for a subsequent original training certificate. 


Specialty specific - Zero percent and ( (seventy—five)) 75 percent 
supervision modified training certificates. 

(5) For specialties as allowed in Table 945-1 (i.e., specialties 
with ( (sever bundeed twenty)) 720 minimum hours of work experience re- 
quired to be eligible for examination): 

(a) The department will approve the trainee to take the appropri- 
ate specialty competency examination necessary to qualify for a zero 
percent supervision modified training certificate. To qualify, the 
trainee applicant must submit a complete zero percent supervision 
modified training certificate application including: 

(i) Date of birth, mailing address, Social Security number; 

(ii) Affidavit of experience fulfilling the minimum work experi- 
ence hours required to qualify for the specialty examination described 
in Table 945-1; and 

(iii) All appropriate fees as listed in WAC 296-46B-909. 

Upon successful completion of the appropriate examination, the 
trainee will be issued a nonrenewable zero percent supervision modi- 
fied training certificate for the appropriate specialty. The zero per- 
cent supervision modified training certificate will be restricted in 
duration to the time allowed in Table 945-1, note 2. 

(b) Prior to the expiration of the zero percent supervision modi- 
fied training certificate, the individual must submit a complete ap- 
plication for a ((severnt;-five)) 75 percent supervision modified 
training certificate for the appropriate specialty including: 

(i) Seventy-five percent supervision training certificate appli- 
cation including: Date of birth, mailing address, Social Security num- 
ber; and 

(ii) All appropriate fees as listed in WAC 296-46B-909. 

(c) A trainee may possess multiple (i.e., in different special- 
ties) modified supervision training certificates for specialties where 
reduced supervision is allowed in Table 945-1. Combination training 
certificates will not be issued. 


Renewal of training certificates. 

(6) An individual must apply for renewal of their training cer- 
tificate on or before th xpiration date of the certificate. The in- 
dividual may not apply for renewal more than ( (#+Ret¥)) 90 days prior 
to the expiration date. Renewed certificates are valid for two years. 

(7) An individual may renew their training certificate after the 
expiration date if the individual pays the late renewal fee listed in 
WAC 296-46B-909. 

(8) All applicants for training certificate renewal must: 

(a) Submit a complete renewal application; 

(b) Pay all appropriate fees; and 

(c) Complete the approved basic trainee classes required by WAC 
296-46B-970. Basic trainee classes are only valid when all the re- 
quirements of WAC 296-46B-970 are completed. 

(d) Within ( (enehundeed-ecighty)) 180 days after the expiration 
date of an electrical training certificate, the individual, if not en- 
rolled in a department approved apprenticeship program, must submit a 
completed, signed, and notarized affidavit(s) of experience for all 


Certified on 12/14/2023 [ 102 ] WSR Issue 23-24 - Proposed 


Washington State Register, 


hours of experience 
tificate was effect 
within 180 days af 


ive. 
ter the expira 


individual's 


Issue 23-24 


WSR 23-24-084 


last 


gained since the 
Affidavi 


ts must be received by 


training cer- 
the department 


tion da 


te of an electrical 


training 


certificate. 


Employers are required to provide 


Signed affidavi 
days after the 
296-46B-942 (12). 
a false or inaccura 
enrol 
may submit 
al's complet 
individual. 


(1) 


ion of 


t(s) 


The electrical 


required 


xperienc 


for 
If 


ment approved apprenticeship program, 
of experience 
hours wi 


installat 


th 
period; 
(ii) 
d 
(iii) 


The correct electrical ca 


lectrician, 
lect 
tificate. 
affidavi 
hours worked under 
If the 


vel ] 


individual 


tha 
is enrolled ina 


ticeship program, 
experience upon the 


the program may submi 


hours without cost 


tegory 


ton cert 
ctrician or appropriate mas 
that specific 
training certificates, 


ty electrician under 
possesses multiple 

t must be submitted for each training cert 
t specific training cer 


individual's complet 
to the individual. 


The affidavit of experience must accura 
ion work performed 
e individual worked for in the electrical trade during 


ified, 


the individual 


tificate. 


the necessary documentation and 
t of experience to the trainee within 
trainee requests the affidavi 
See WAC 296-46B-985 (4) 


( (twenty)) 20 


See WAC 

the penalty for providing 
te affidavit of experience. 
led in a depart 
the required affidavi 
th 


the individual is 
the program 
upon the individu- 
thout cost to the 
tely attest to: 
for each employer 
the previous 


worked in; 


The actual number of hours worked in each category under 
e proper supervision of a Washing 
journey ] 
rician or special 
If a trainee 


master journey level 
ter specialty 
training cer- 
an 


ificate for the 


departmen 


t the required affidavi 


ion of th 


t approved appren- 
t(s) of 


required experienc 


been completed. 
(10) 


mitt 


er, 
of 


the certificate 


(11) An 


An individual 
submitting a complete renewal 
ing the basic trainee cl 


7) ) 


applica 


may renew a suspended training cert 
tion including obtaining and sub- 


ass educat 
wi 


will 


ion required for renewal. 
ll remain in a suspended status for 
the suspension period. 


individual not be issued a renewed or reinsta 


An individual may not renew a training 
certificate until the péquired hours of basic classroom ed 


ucation have 
ificate by 


Howev- 
uration 


the d 


ted 


training certificate if the individual owes the department money as a 


resul 


(12) 


ship 
Th 
th 
( (twenty) ) 
approved electrical 
chapter 49.04 RCW 
eertifiecte)), 


e employer (s) 


Certified on 12/14/2023 


of an outstanding final 
The individual shoul 
training director for an accurately completed, 
rized affidavit of experience for 
or apprenticeship 


the individual and 
tor and/or each employer mus 


ld as 


construct 


t give 


[ 103 ] 


If an 


judgment under chap 
k each employer and/or apprent 


the previous cert 
training director (s) 
e previous period's affidavit of experience to the 
20 days of the request. 


individual 


ter 19.28 RCW. 


ice- 
signed, and nota- 
ification period. 
must provide 
individual within 
is enrolled in an 


ion trade apprenticeship program under 


( (when the individual +enews_an electrical training 
their apprenticeship training direc- 
the department an accurately com- 


WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-084 


pleted, signed, and notarized affidavit of experience accurately at- 
testing to: 

(a) The electrical installation work the individual performed in 
the electrical trade during the previous certification period; 

(b) The correct electrical category the individual worked in; and 

(c) The actual number of hours worked in each category under the 
proper supervision of a Washington certified master journey level 
electrician, journey level electrician or appropriate master specialty 
or specialty electrician for each employer. For apprentices enrolled 
in a registered apprenticeship program, ( (+he—appHeant—and)) the 
training director or their designated authorized signer are the only 
authorized signatures the department will accept on affidavits of ex- 
perience. 

(13) The ( (+#¢db-idvetendthei+)) employer(s) and/or apprentice- 
ship training director(s) or their designated authorized signer must 
sign and have notarized the affidavit of experience attesting to the 
accuracy of all information contained in the affidavit. 

(14) The trainee, supervising electrician, contractor, and as- 
signed administrator or master electrician are responsible for ensur- 
ing compliance with subsection (13) of this section. See WAC 
296-46B-985 and 296-46B-990 (3) (c) and (f) for information about fail- 
ing to submit or submitting false/fraudulent documents. Falsifying 
documents may be considered perjury and might result in criminal pros- 
ecution, civil penalty, or certificate revocation or suspension. 


Trainees without supervision present on the job site. 

(15) When the supervising electrician is found to not be present 
on the job site, the trainee may be given a form by the inspector that 
must be fully completed and returned or postmarked within ( (4wenty- 
fexue)) 24 hours to the inspector. The supervising electrician must 
sign the statement for the trainee if appropriate supervision was pro- 
vided. If the supervising electrician fails or refuses to assist the 
trainee in completing the form, the trainee must return the form with 
a signed and dated statement stating the supervising electrician's 
name and saying that the supervising electrician refused to assist. 


Trainees seeking a journey level electrician certificate - Work- 
ing with no supervision. 

(16) Trainee seeking a general (01) journey level electrician 
certificate of competency. After review by the department, a trainee 
may be issued a six-month, nonrenewable unsupervised electrical train- 
ing certificate that will allow the individual to work without super- 
vision if the trainee: 

(a) Has submitted a complete application for an unsupervised 
electrical training certificate; 

(bo) Has worked over ( (seven—theusand)) 7,000 hours properly su- 
pervised not to include more than ( (€eu*—thetseand)) 4,000 of specialty 
experience; 

(c) Has successfully completed or is currently enrolled in an ap- 
proved apprenticeship program or an electrical construction trade pro- 
gram in a school approved by the board of community and technical col- 
leges; 

(d) Has paid all appropriate training certificate fees listed in 
WAC 296-46B-909; 

(e) Is currently working for and continues to work for a licensed 
electrical contractor that employs at least one certified journey lev- 
el or specialty electrician in the appropriate specialty; and 
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(f) Has not previously failed a journey level electrician certif- 
icate of competency examination (see WAC 296-46B-960(11)). 


Trainees seeking certain specialty electrician certificates - 
Working with reduced or no supervision. 

(17) After review by the department, a trainee may be issued a 

nonrenewable zero percent supervision training certificate that will 
allow the individual to work without supervision if the trainee meets 
the requirements in subsection (5) of this section. 
(18) Electrical trainees may work unsupervised when installing 
HVAC/R thermostat cable when the HVAC/R system consists of a single 
thermostat in one- and two-family dwelling units where line voltage 
power has not been connected to the dwelling's electrical system. 


AMENDATORY SECTION (Amending WSR 19-15-117, filed 7/23/19, effective 
8/23/19) 


WAC 296-46B-960 Administrator and electrician certificate of 
competency examinations. 


General. 
(1) The minimum passing score on any examination or examination 
section is ((severn¢y)) 70 percent. If examination is requested to be 


administered by the department, an application is required and the ex- 
amination must be successfully completed within one year of applica- 
tion or the individual must submit a new application for exam includ- 
ing all appropriate fees. 

(2) All examinations are open book. 

(a) Candidates may use: 

(i) Any original copyrighted material; 

(ii) A silent, nonprinting, nonprogrammable calculator that is 
not designed for preprogrammed electrical calculations; 

(iii) Copies of chapter 19.28 RCW and this chapter; or 

(iv) A foreign language dictionary that does not contain defini- 
tions. 


(b) Candidates may not use: 
(i) Copies of copyrighted material; 
(ii) Copies of internet publications, except for RCWs or WACs; 
(iii) Personal notes; or 
(iv) A personal computing device of any type other than the cal- 
culator in (a) (ii) of this subsection. 
(3) Administrator, master electrician, and electrician examina- 
tions may consist of multiple sections. For all administrator examina- 
tions, all sections must be successfully completed within a one-year 
examination period after beginning the examination. For all master 
electrician and electrician examinations, all sections must be suc- 
cessfully completed within a one-year examination period beginning 
with the date of the examination approval. Within the one-year exami- 
nation period, the candidate does not have to retake any sections suc- 
cessfully completed within the examination period. If all sections are 
not successfully completed within the one-year period, the candidate 
must begin a new examination period and retake all sections. 


Special accommodations for examination. 
(4) An applicant for an examination who, due to a specific physi- 
cal, mental, ((6*)) sensory impairment, requires special accommodation 
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in examination procedures, may submit a written request to the chief 
electrical inspector for the specific accommodation needed. 
(a) ( (PRe-epptieceant must—atse—_submit te—thedepartmentasigred 


etan—er—_other_speciatistteo—dtseuss—_the_mattesitth_thedeparemen+ 
¥epresentative-.)) The applicant must ((atse)) submit an individualized 
written opinion from a physician or other appropriate specialist: 

(i) Verifying th xistence of a specific physical, mental, 
((e¥*)) sensory impairment; 

(ii) Stating whether special accommodation is needed for a spe- 
cific examination; 

(iii) Stating what special accommodation is necessary; and 


(iv) Stating if extra time for an examination is necessary and if 
so, how much time is required. The maximum allowance for extra time is 
double the normal time allowed. 

(b) The written request for special accommodation and individual- 
ized written opinion ( (mes€)) should be submitted to the department 
( (at teast—six weeks in _adrance_efthe_examinatieon date—and mist be 


proved feritse-)) only after the applicant has made application and 
received an examination approval from the department. 

(5) An applicant for an examination who, due to limited English 
proficiency, requires special accommodation in examination procedures, 
including requesting extra time for examination, may submit a written 
request to the chief electrical inspector. The maximum allowance for 
extra time is double the normal time allowed. The written request 
should be submitted to the department after the applicant has made ap- 
plication and received an examination approval from the department. 


Failed examination appeal procedures. 
(6) Any candidate who takes an examination and does not pass the 
examination may request a review of the examination. 
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(a) The department will not modify examination results unless the 
candidate presents clear and convincing evidence of error in the grad- 
ing of the examination. 

(b) The department will not consider any challenge to examination 
grading unless the total of the potentially revised score would result 
in a passing score. 

(7) The procedure for requesting an informal review of examina- 
tion results is as follows: 

(a) The request must be made in writing to the chief electrical 
inspector and must be received within ( (#wernty)) 20 days of the date 
of the examination and must request a rescore of the examination. The 
written request must include the appropriate fees for examination re- 


view described in WAC 296-46B-909. 
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department will review th 


the specific reason(s) 


xamination and candidate' 
and notify the candidate in writing of the departmen 


e published referenc 


15 days of the candida 


why the results 
material support- 


te's review, the 
s justification 
t's decision. 


Failing an administrator certificate exam or electrician certifi- 
cate of competency examination. 


(8) 


Anyone failing an administrator or electrician competency ex- 


amination may retake th xamination by making arrangements with the 
testing agency and paying the retesting fee. 

(9) If the individual makes a failing score, the individual must 
wait two weeks before being eligible to retest. 

(10) If the individual fails a part of an electrician, adminis- 
trator, or master electrician examination three times within a one- 
year period, the individual must wait three months to retake the 


failed porti 
(11) An 

con 

cal 

cert 


ified journ 


on 
yon 


of the examination. 
e failing an electrician competency examination may 


per RCW 19.28.161. 


Cheating on an examination. 


(12) 


reexamine. 


tor. 
19.28 RCW. 


Examination confidentiality. 
All examination questions are confidential. 


(13) 


tinue to work in the electrical 
training certificate and work 
ey level or special 


trade if they have a valid electri- 
under the direct supervision of a 
ty electrician in the proper ratio, 


Anyone found cheating on an examination, 
a proctor or other agent involved in administering an examination, 
using inappropriate materials/equipment during an examina 
required to wait at least ( (ete ve) ) 
All such reexaminations will 


ment in Tumwater, 


attempting to bribe 
or 
tion will be 
11 months before being allowed to 


be administered by the depart- 


Washington and the candidate will be required to ap- 
ply and schedule for the examination with th 


chief electrical inspec- 


The department may also file a civil penalty action under chapter 


Examination can- 


didates and persons who have taken an examination are not allowed to 


copy or otherwise mak 


manner, 
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candidates must agree, prior to beginning an examination, to keep all 
examination content confidential. The department may also file a civil 
penalty action under chapter 19.28 RCW. 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 296-46B-406R Equipment for general use—Receptacles. 
WAC 296-46B-440 Air conditioning and refrigerating 
equipment. 
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WSR 23-24-086 
WITHDRAWAL OF PROPOSED RULES 
SECRETARY OF STATE 

(Elections Division) 
[Filed December 5, 2023, 1:00 p.m.] 


The office of the secretary of state, elections division would 
like to withdraw the CR-102 proposed rule making WSR 23-16-099. The 
code reviser's office certified this on August 10, 2023. 

Our agency will contact individuals who provided comments during 
the CR-102 comment period to notify them of the withdrawal. 
Amanda Doyle 
Chief of Staff 
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PROPOSED RULES 


DEPARTMENT OF REVENUE 


WSR 23-24-096 


[Filed December 6, 2023, 9:20 a.m.] 

Original Notice. 

Preproposal statement of inquiry was filed as WSR 21-22-032. 

Title of Rule and Other Identifying Information: WAC 458-20-19402 
Single factor receipts apportionment—Generally. 

Hearing Location(s): On January 9, 2024, at 11:00 a.m. This meet- 
ing will be conducted over the intern t/t lephon Please contact 
Cathy Holder at CathyH@dor.wa.gov for login/dial-in information. 

Date of Intended Adoption: January 12, 2024. 

Submit Written Comments to: Adam Becker, P.O. Box 47453, Olympia, 
WA 98504-7453, email adamb@dor.wa.gov, fax 360-534-1606, 360-534-1574, 
by January 10, 2024. 

Assistance for Persons with Disabilities: Contact Julie King, 
phone 360-704-5733, TTY 800-833-6384. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The purpose of the proposal is to up- 
date Rule 19402 to clarify the apportionment analysis and add addi- 
tional examples. 

Reasons Supporting Proposal: Since amending Rule 19402 in 2015 to 
recognize section 305 of SSB 6333 (chapter 97, Laws of 2014), the de- 
partment has continued to receive public comments requesting addition- 
al guidance on Part 3 - "How to Attribute Receipts." Most comments are 
with regard to subsection (303) (c) on services relating to the custom- 
er's business activities. The department is therefore incorporating 
interim guidance and adding examples to the rule based on stakeholder 
feedback. 

Statutory Authority for Adoption: RCW 82.01.060, 82.32.300. 

Statute Being Implemented: RCW 82.04.462. 

Rule is not necessitated by federal law, federal or state court 
decision. 

Name of Proponent: Department of revenue, governmental. 

Name of Agency Personnel Responsible for Drafting: Adam Becker, 
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AMENDATORY SECTION (Amending WSR 15-04-004, filed 1/22/15, effective 
2/22/15) 


WAC 458-20-19402 Single factor receipts apportionment—General- 
ly. 
PART 1. INTRODUCTION. 


(101) General. RCW 82.04.462 establishes the ( (apperticnmens) ) 
method for ( (busimesses—encaged in _apperticnabie—ectivities—and that 
Resreesxus—withWeashingten fer)) determining the portion of a person's 
apportionable income that is derived from business activities per- 
formed within Washington and subject to business and occupation (B&0) 
tax ( (+rebitittyirevrred)) for periods after May 31, 2010. The express 
purpose of the ( (eharge—imtheteawiues)) apportionment framework set 
out in RCW 82.04.462 is to require businesses that "((easeAting})) earn 
Significant income from Washington residents from providing services" 
to "pay their fair share of the cost of services that this state ren- 
ders and the infrastructure it provides." Section 101, chapter 23, 1st 
special session, 2010. 

(102) Guide to this rule. 
(a) This rule is divided into six parts, as follows: 
Introduction. 

Overview of single factor receipts apportionment. 
How to attribute receipts. 

Receipts factor. 
How to determine Washington taxable income. 
Reporting instructions. 

b) (i) Examples included in this rule identify a number of facts 
and then state a conclusion; they should be used only as a general 
quide. The tax results of all situations must be determined after a 
review of all the relevant facts and circumstances. 

(ii) The examples in this rule assume all gross income received 
by the taxpayer is from engaging in apportionable activities. 

(iii) When an example uses a particular reasonable method of pro- 
portionally attributing the benefit of a service, this does not pre- 
clude th xistence of other reasonable methods of proportionally at- 
tributing the benefit of a service depending on the specific facts and 
circumstances of a taxpayer's situation. 

(103) Scope of rule. This rule applies to the apportionment of 
income from engaging in apportionable activities ((as—defimecd in WAS 
458-20-19404+)), except: 

(a) To the apportionment of income received by financial institu- 
tions and taxable under RCW 82.04.290 ( (;—wRieR-—+s—- governed by HAS 
458-79-19404)); and 
(b) To the attribution of royalty income from granting the right 
to use intangible property ( (;—whteh +s—-gerverned by WAC 458-20-13403)). 
(104) Separate accounting and cost apportionment. ( (fRe—appes- 


DOR WNE 


separate accounting and eest—appertieonment metheds—)) Separate ac- 
counting and cost apportionment methods are not authorized for periods 
after May 31, 2010. 
105) Other rules. Taxpayers may also find helpful information in 
the following rules: 


~ 
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( (Minimum) ) Substantial nexus ( (thresheids 


This rule ( (desest best Att Fess: 


ains the standards for substantial nexus in 


201 


0. 


(b) WAC 458-20- 
scribes the attribut 
factor receipts appo 
euered)) for periods 


194 
ion of royal 
rtionment ( 
af 


(c) 


portionment—Financial institutions. 


03 Royalty receipts attribution. 


ter May 31, 
WAC 458-20-19404A and 458-20-194 


This rule de- 
ty income for the purposes of single 


( ) 1 1 liabi ; 
2010. 


04 Single factor receipts ap- 
( (Thżs)) These rules de- 


scribe ((s)) the application of single factor receipts apportionment to 
certain income of financial institutions ((ard—epphHies—enr+y—+e)), for 
tax liability incurred ( (after Mey >h 2H- 


cq 


ment.—This rule deseribes the apportionment of income _—_ for finance 
ipstitutions_— for tax Hiabitityimeur‘red prior to tme t 2H)) be- 
tween June 1, 2010, and December 31, 2015, and on or after January 1, 
2016, respectively. 
(106) Definitions. The following definitions apply to this rule: 
(a) "Apportionable activities" has the same meaning as used in 


Min 


WAC 458-20-19401 
ties. 


(b) "Apportiona 
deductions allowable 
(c) 


from apportionable a 
state. 


imum nexus 


ble income" 


ctivities a 


"Apportionable receipts" does no 


under chapt 
"Apportionable receipts" means gross income of 
from engaging in apportionable activi 


thresholds for apportionable activi- 


means apportionable receipts less the 
er 82.04 RCW. 

the business 

ties, including income received 


ted to locations outside this 
include amounts that are ex- 


ttribu 


empt under chapter 8 


2.04 RCW. 


(d) 


"Business activities tax" 


means a tax measured by the amount 


of, or economic results of, business activity conducted in a state. 
The term includes taxes measured in whole or in part on net income or 
gross income or receipts. ( (dR the—ease—of sole propr terships aa 
pass-through entities;,)) The term also includes personal income taxes 
or corporate income taxes if the gross income from apportionable ac- 


tivities 
come 


ness activities 
Similar transaction 
or services, whether 
or a tax imposed on 
(e) "Customer" 
makes a sale, 
services or from who 
receives gross incom 
(i) If the taxp 
iees)) activities fo 
er" means 


taxes, 
or not 


m 


imposed on th 

( (named) ) 
the privilege of doing business. 
means a person or en 
grants the right to use int 
the taxpayer otherwis 


is included in the gross income subject to the personal in- 
tax or corporate income tax, as the case may be. The term "busi- 
tax" does not include retail sales tax, use tax, or 


e sale or acquisition of goods 
labeled as a gross receipts tax 


tity to whom the taxpayer 
angible property, or renders 


directly or indirectly 


e of the business. 
ayer ((performs)) engages in apportionable ((se*xv-— 
r the benefit of a third party, the term "custom- 


the third-party beneficiary. 
Example 1. Assume a parent purchases apportionable 


tax prepara- 


tion services for their child. The child is the customer for the pur- 


pose of determining 
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(ii) The department will consider the terms of the contract and 
all other books and records as a whole to determine whether a "third- 
party beneficiary" relationship exists. A third-party beneficiary ex- 
ists if the contracting parties intend that the taxpayer will assume a 
direct obligation to the intended beneficiary at the time they enter 


into a contr 


act. 


This 


element of 


Nan 


ESTILE 


is met if performance under 


the contract would necessarily and directly benefit the third party. 


(Iai 


) 


Where the 


taxpayer does n 


ot render services under a con- 


tract or oat 


therwise does not provide 


the department with a contract, 


the department will proceed, 


in such 


manner as it may deem best, 


tO 


obtain fact 


ts and informat 


ti 


on to iden 


tify the customer. 


(£) 


method of determining wh 


where th 


and 


the ben 


receipts are at 


payer's market. 


(g) 
Columbia, 


of the Uni 
of a foreign count 


"State" 


ES 


(h) (i) 


(A) 


tionable 
(B) 


ac 
The 


The 
other state on 


d Sta 


another s 


p 
th 


O 
r 


(ii) 


th 


wh 
an 
su 


ta 
tionable activity, 


as a whole. 


namely 


ivity; 


tes, 
try. 
"Taxable in another state" 
taxpayer is subject to a business activił 
the taxpayer's income received from engaging in appor- 


Example 2. Assume 
tax in State X of Mexico 
ere else in Mexico. 
y national business activity 
bstantial nexus thresholds described 


or 


mm 


A 


ia 
Et 


means a state of 
the Commonwealth of Puer 
or any foreign 


subdivision level. 
axpayer A is s 
Taxpayer pays tax to Sta 
assume that Taxpayer A is n 
tax in 


( 


LSO, 


In this case, 


ributed th 


( (aeeuratet;+efleects—_the_matket,—and) ) 


th 


to Rico, 


taxpayer is not subject to a business ac 
te on the taxpayer's income received from engaging in ap- 
but the taxpayer meets 
resholds described in WAC 458-20-19401 for 
The determination of whether a taxpayer is 
eign country or political subdivision of a foreign coun 
e country or political 


"Reasonable method of proportionally attributing" means a 


fit of an activity is received and 


at is uniform, 


consis 


cen 


t, fair, 


ted States, the 
any terri 


country or 


e Uni 


means either: 


that state. 


e.g., 


Taxpayer is 
the Mexican state of State X, 


tion or 


tivity 


“taxable in 


ico. 


( (att) 


) 


any other state of Mexico. 
Example 3. Assume Taxpayer B is no 
taxes in Mexico, 
described in WAC 458-20-19401 for Mexico as 
another state," namely 


but satisfies 


ubject to a busin 


does not distort 


€ss ac 


O 


Mexico and does no 


“taxable in anoth 


ce 


the tax- 


District of 
tory or possession 
political subdivision 


ties tax by an- 


tivities tax by 
the substantial nexus 


taxable ina for- 
try is made at 


tivity 
but 


X), no- 


t subject to 


mee 
in WAC 458-20-19401 for Mexico 
er state, 


the 


but not taxable in 


t subject 
the substantial n 
a whole. 


any ot 


to any business ac- 
exus thresholds 
Taxpayer B is 

the foreign country of Mex- 


PART 2. OVERVIEW OF SINGLE FACTOR RECEIPTS APPORTIONMENT. 
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ther 


than financial 


institutions, 


that 


tantial n 
(whe—ate) 
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~O 


this ru 


exus with Washington as specified in WAC 458-2 
earn apportionable income that is also taxable 
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le 


to financi 
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to d 


te must use the apport 


rmin 
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onment 


insti 


tivities for B&O tax purposes. 
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their taxable income from appor 
The apportionment formula 


formu 


0-1 


have sub- 


19401 and 
in another 


la described 


tionable ac- 
hat applies 


tutions is described in WAC 458-20-194 


04 


and 


458-20-19404A. 


Certified on 12/14/2023 


[ 


EiS 


] 


WSR Issue 23-24 - Proposed 


Washington State Register, 


Issue 23-24 


WSR 23-24-096 


(b) Taxable income is determined by multiplying apportionable in- 


come fro 
apportio 
Thi 


See 
(20 
tax year 


same mea 


(30 


provided for in WAC 458-20-19403 
this Part 3 expl 


royalty 


m each appor 
nable activi 
s formula is: 


(Taxable 
income) 


Part 
2) Tax year. 
is 


ning. 


1) 


receipts, 


(Apportionable 


the calendar year, 
mission from the department to use ano 
For the purposes of this rule, 


income) 


unless 


"tax year" 


x 


4 of this rule for a discussion of 
The receipts factor applies 
the taxpayer has specific per- 
(RCW 82.32.270. 
and "calendar year" have the 


ther p 


(Receipts 
factor) 


the 
toe 


eriod. 


PART 3. HOW TO ATTRIBUTE RECEIPTS. 
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((+6+)) (c) If the taxpayer is unable to attribute an apportiona- 
ble receipt under subsection (301) (a) or (b) of this ( (se#bsectien) ) 
rule, the apportionable receipt must be attributed to the state from 
which the customer ordered the service. Subsection (306) of this rule 
explains the meaning of "unable to attribute." 

((te+)) (d) If the taxpayer is unable to attribute an apportiona- 
ble receipt under subsection (301) (a) ((e*)), (b), or (c) of this 
( (subsectieon)) rule, the apportionable receipt must be attributed to 
the state to which the billing statements or invoices are sent to the 
customer by the taxpayer. 

( (4&)) (e) If the taxpayer is unable to attribute an apportiona- 
ble receipt under subsection (301) (a), (b), ((e*)) (c), or (d) of this 
( (subsection)) rule, the apportionable receipt must be attributed to 
the state from which the customer sends payment to the taxpayer. 

((te+)) (£) If the taxpayer is unable to attribute an apportiona- 
ble receipt under subsection (301) (a), (b), (c), ((e#*)) (d), or (e) of 
this ( (seubseecticn)) rule, the apportionable receipt must be attributed 
to the state where the customer is located as indicated by the custom- 
er's address: 
(i) Shown in the taxpayer's business records maintained in the 
regular course of business; or 
(ii) Obtained during consummation of the sale or the negotiation 
of the contract, including any address of a customer's payment instru- 
ment when readily available to the taxpayer and no other address is 
available. 

((+&)) (g) If the taxpayer is unable to attribute an apportiona- 
ble receipt under subsection (301) (a), (b), (c), (d), ((6*)) (e), or 
(f£) of this ((sH¥bsectien)) rule, the apportionable receipt must be at- 
tributed to the commercial domicile of the taxpayer. 

((+e#+)) (302) Application of cascading steps. 

(a) The department expects that most taxpayers will be able to 
attribute apportionable receipts based on subsection (301) (a) of this 
rule because the taxpayer will either have access to books and records 
that contain sufficient information from which to determine where th 
customer actually received the benefit of the taxpayer's service, or 
will be able to use a "reasonable method of proportionally attributing 
receipts" that fairly apportions, and does not distort the apportion- 
ment of, where the customer received the benefit of the taxpayer's 
service. 

(b) If a taxpayer is affiliated with another entity that has in- 
formation indicating where the customer received the benefit of the 
taxpayer's service, the department will presume, unless the facts in- 
dicate otherwise, that the taxpayer is able to access that information 
from the affiliated entity (see Example 20 in this rule). 
(c) (i) The taxpayer may not use an attribution method that un- 
fairly attributes, or distorts the apportionment of, the taxpayer's 


apportionable receipts. 


Certified on 12/14/2023 [ 115 ] WSR Issue 23-24 - Proposed 


Washington State Register, Issue 23-24 WSR 23-24-096 


(ii) A taxpayer that has Washington apportionable receipts must 
keep, and provide upon request from the department, all suitable books 
and records that are necessary to demonstrate that the attribution 
method used fairly apportions, and does not distort, the taxpayer's 
apportionable receipts. 
(d) Except as otherwise provided in this rule, the taxpayer must 
use the same attribution method for all apportionable receipts in a 
tax year from the same servic 
Example 4. Engineering Co. negotiates with Phone Manufacturer 1 
and Phone Manufacturer 2 to provide design services for both manufac- 
turers' upcoming lines of cell phones. Engineering Co. must use the 
same attribution method for its apportionable receipts from Phone Man- 
ufacturer 1 and Phone Manufacturer 2 for design services, because En- 
gineering Co. is providing the same service to both customers. 

Engineering Co. separately charges Phone Manufacturer 1 to solic- 
it sales of Phone Manufacturer 1's phones on a commissioned sales ba- 
Sis. Engineering Co. would separately determine the attribution meth- 
ods for its apportionable receipts from design services and commis- 
Sioned sales for Phone Manufacturer 1, even if both services are taxa- 
ble under the same B&O tax classification, because the design services 
and commissioned sales are separate services. 

Example ((4)) 5. Assume Law Firm has thousands of charges to cli- 
ents((+)), and that Law Firm can show it is not commercially reasona- 
ble for Law Firm to track each charge to each client to determine 

where the benefit related to each service is received. Assume the 
scope of Law Firm's practice is such that it is reasonable to assume 
that the benefits of Law Firm's services are received at the location 
of the customer as reflected by the customer's billing address. Under 
these circumstances, Law Firm can use the billing addresses of each 
client as a reasonable method of proportionally attributing the bene- 
fit of its services. 

Example ((5)) 6. Same facts as Example ((4)) 5 except, Law Firm 
has a ((stmgte)) client that represents a ((statistically)) signifi- 
cant portion of its revenue ((and-whese)) from legal services (five 
percent for purposes of this example). Law Firm has records substanti- 
ating that the billing address of this client is unrelated to any of 
the services provided. In this case, using the billing address of this 
client would not fairly relate to where the customer received the ben- 
efit of the services. Using the billing address for this client to de- 
termine where the benefit is received would ( (s+ernificant+;distert) ) 
not fairly represent, or distort, the apportionment of Law Firm's re- 
ceipts. Therefore, Law Firm would need to evaluate the specific serv- 
ices provided to that client to determine where the benefits of those 
services are received ((amd)). Similarly, use of billing address would 
not be a reasonable method of proportionally attributing the benefit 
of Law Firm's services for any other clients representing five percent 
or more of Law Firm's revenue from legal services. Law Firm would need 
to evaluate the specific services provided to these clients to deter- 
mine where the benefits are received. However, Law Firm may use bill- 
ing addresses to attribute the income received from other clients rep- 
resenting less than five percent of Law Firm's legal service revenu 
if appropriate. 

Example ((€)) 7. Assume Taxpayer R attributes an apportionable 
receipt based on its customer's billing address, using ((+6})) subsec- 
tion (301) (d) of this ( (svbsecties)) rule, and the billing address is 
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a P.O. Box located in another state. Taxpayer R also knows that mail 
delivered to this P.O. as is automatically forwarded to the custom- 
er's actual location. In this case, use of the billing address is not 
allowed because it woul d not fairly apportion, or would distort the 
apportionment of, Taxpayer R's receipts. 

(303) Benefit of the service explained. The first two cascading 
steps (subsection (301) (a) ((4+4+)) and ((4++>)) (b) of this rule) used 
to attribute apportionable receipts to a state are based on where the 
taxpayer's customer receives the benefit of the service. This subsec- 
tion explains the framework for determining where the customer re- 
ceives the benefit of a service ((+s—*¥eceived)). 

a) (1) If the taxpayer's service relates to real property, then 
the customer receives the benefit ((is—reeeived)) where the real prop- 
erty is located. 

(ii) The following is a nonexclusive list of services that relate 
to real property: 

((+4+)) (A) Architectural; 
4>) ) (B) Surveying; 
+2257) ) (C) Janitorial; 

)) (D) Security; 
)) (E) Appraisals; and 
+7+}+)) (F) Real estate brokerage. 


-)) (Reserved. ) 


(c) If ( (#he taxpayer's—_service—dees—_net_relate_te_real_er_tangi-— 
ble—persenal_property,)) subsection (303) (a) of this rule does not ap- 
ply, the taxpayer's service is provided to a customer engaged in busi- 
ness, and the service relates to the customer's business activities, 
then the customer receives the benefit ((is—reeeived)) of the service 
where the customer's related business activities occur. 

A customer's related business activities will generally occur ei- 
ther in the customer's market or at the customer's business loca- 
tion(s). 

(i) Customer's market. The determination of a customer's market 
depends on the customer's facts and circumstances. The customer's re- 
lated business activities occur in the customer's market if the tax- 
payer's service is directly: 

(A) Promoting the customer's products (goods and services); 

(B) Engaging in or completing sales of the customer's products; 
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(C) Obtaining or 


L£ 


facilitating payment of amounts owed to the cus- 


tomer from the sale of its products; or 


(D) Establishing or maintaining the customer's market. In deter- 
mining whether a service is establishing or maintaining the customer's 


market, the department will consider the nonexclusive list of activi- 


ties provided by WAC 4 


58-20-193 


(102) (d) (wii), but for purposes of 


this consideration, wi 


ll replace an 


y references to "this state" or 


"Washington" with "any 


state." 


(ii) Customer's business location(s). 


The customer's related 


business activities oc 


cur at the cu 


stomer's business location(s) if 


subsection (303) (c) (i) 


of this rule does not apply. 


(iii) The customer's business location(s) is determined 


as fol- 


lows: 


(A) If the taxpayer's service requires the customer to be physi- 


cally present, the cus 


tomer's business location(s) 


is where the cus- 


tomer is located when 


the taxpayer provides the servic 


(B) If the taxpayer's service does not require the customer to be 


physically present, an 


d the taxpayer's servic 


relates to a specific, 


known business locatio 


n(s), the 


customer's business location 


(s) is 


that specific, known b 


usiness location(s). 


(C) If subsection 


(303) (c) 


(iv) (A) and (B) of this rule do not ap- 


ply, then the customer's business location is the customer's principal 


place of business or c 


ommercial]l 


domicile. 


(iv) The followin 
services: 


g is a nonexclusive list 


t of business-related 


((+4+)) (A) Designing, appraisal, inspection, or testing of tan- 


gible personal propert 


Y; 


(B) Developing a business management plan; 
( (4> )) (C) Commission sales (other than sales of real 


gibtie—-persenat)) prope 
( (+4+++)) (D) Deb 


rty); 


t collection services; 


( (eror 


( (+#++)) (E) Legal and accounting services not specific to real 
)) property; and 
tising services ( (+—arnd 


jjs 


((+¥+)) (F) Adver 


subsection (303) (a) and (c) of this rule do not apply, 


then the loca- 


tion(s) where the customer receives the benefit of the service is de- 


termined as follows: 


(i) If the taxpayer's service requires the customer to be physi- 


cally present, then the customer receives the benefit 
he customer is located when th 


of the service where t 


forms the service ((+s—perfermed)). 


( (+5—¥eecetved) ) 
taxpayer per- 


The following is a nonexclusive 


list of services that require the customer to be physically present: 

(A) Medical examinations; 

(B) Hospital stays; 

(C) Haircuts; and 

(D) Massage services. 

(ii) If the taxpayer's service does not require the customer to 
be physically present, and the taxpayer's service relates to a specif- 
ic, known location(s), then the customer receives the benefit ((+s-—*e- 
eetved)) at ((#hese)) that location(s). The following is a nonexclu- 
Sive list of services related to a specific, known location(s): 

(A) Wedding planning; 

(B) Receptions; 
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Preparing 
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(s and 


or filing state and local 


(ii) 


Example 40); 


of 


the benefit of 


(iii) If subsection (303) (d) (i) and 
rule do not apply, the customer receives 
( (+s -¥eecetved)) where the customer resides. 
clusive list of services whose benefit is received at 
residence: 

(A) Drafting a will (see Example 41); 

(B) Preparing ( (ard) ) 
ples 39 and 42); 

(C) Selling investments; and 

(D) Blood tests (not blood drawing). 

(e) Special rule for extension of credit. 
this rule for special rules at 
cured and unsecured) and credi 
are not financial 

(304) 


or filing federal tax returns 


The f 


Se 


tributing income related to loans 
t cards that is received by persons who 
institutions as defined in WAC 458-20-19404. 

Examples of the application of the benefit of service anal- 


tax returns 
this ( (subsection) ) 
the service 
ollowing is a nonex- 
the customer's 


(see Exam- 


(305) 
(se- 


e subsection of 


ysis and reasonable methods of proportionally attributing receipts. 
Services related to real property: 


(a) 


Example ((7)) 8. Archit 
built in Washington. 
which is located in Wash 


benefit 


property. Architect's receipts for this servic 
to Washington because th 
¥eeeived) ) 

Example ((8)) 9. 
ate a design of a st 


cations 


relate to real property at 


ington 


of that service 


z 


tect drafts plans for a building to be 
Architect's services relat 


to real property, 


in Washington. 


in Washington and two 


rec 
and the 
sites) 
sites) 


ives the benefit of the 


of 
of 

Example ((9)) 10. Assu 
Franchisor will us 
chisee's locations. 
the service is provided 
franchise locations will 
is no reasonable means of proportionally at 


two Oregon location 
the receipts for 
the receipts 


Ss. 


th 


locations 


those six locations, 
service at the four Washington locations 
Taxpayer will attribute 2/3 
this service to Washington and 
to Oregon. 
me the same facts as Example 


sam 


(an 
exist 


in each stat 


time th 


tion 


services ar 


portionable receipts must be at 


(301) ( {be *hreugh—$} ) ) 


Franchisor hires Taxpayer, 
tandardized building that will be used at four lo- 
in Oregon. 


t 


O 


Ce. 


performed, and it is clear 
have a majority of the franchise locations ( (~Acecexrdingly 


ttribut 


Example ((10)) 11. Real estate broker 


a commission for arranging the sale of real 
broker's service is rela 
customer receives the benefit 
where the real property is located, 


ington. 
erty, 


Washington, 
come is 
(b) 


therefor 


The real estat 


th 


tributed following 

(c) through (q) of 
locate 
prope 


therefore the customer receives th 
in Washington at the location of the real 
are solely attributed 
e customer receives th ntire benefit ((4s 
an architec to cre- 


=E 


Taxpayer's services 


herefore the customer 


(4 of 6 
1/3 (2 of 6 


((%)) 9 except 


design in all 50 states for all its fran- 
Taxpayer and Franchisor do n 
d cannot reasonably es 
( (FRexefere-) ) 


know at the time 
timate) how many 

If there 
ing receipts at the 
that no state will 
)), the ap- 
the steps in subsec- 
this rule. 

d in Florida receives 
rty located in Wash- 


attributed to Washingt 


on. 


a 


ed to the real prop- 
( (+s-¥eceived)) in 
nd the commission in- 
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(c) Services related to customer's business activities. The exam- 
ples in this subsection assume that the customer is engaged in busi- 
ness and the services relate to the customer's business activities. 


( (Bxample—1é.—_Manufactures hires baw Fiem to defend Manufactures 


The following are examples where the customer's related business ac- 


tivities occur in the customer's market. 
Example 12. Taxpayer, a commissioned salesperson, sells tangible 
personal property (100 widgets) for Distributor to XYZ Company for de- 
livery to Spokane. Taxpayer's service is engaging in Distributor's 
product sales. Distributor receives the benefit of Taxpayer's service 
in its market, which in this case is Spokane, the location where XYZ 
Company receives the widgets. Taxpayer will attribute the commission 
income from this sale to Washington. 
Example 13. Same facts as in Example 12, but 50 of the widgets 
are to be delivered to Spokane, 25 to Idaho, and 25 to Oregon. In this 
case, Distributor receives the benefit of Taxpayer's services in all 
three states. Taxpayer will attribute the receipts (commission income) 
from this sale 50% to Washington, 25% to Idaho, and 25% to Oregon, the 
locations where XYZ receives the widgets. It is assumed that the com- 
mission income is not proportionally different from percentage of 
widgets delivered into each state. 
Example ((47)) 14. Debt Collector provides debt collection serv- 
ices to ABC. ( (PRebencfi+ cf Debt Collector's _services_retates—_te 
ABS sseeg etiri y ia varieus—states-)) Debt Collector's service 
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the sale of 


ABC's products. ABC receives the benefit of Debt Collector's service 
in ABC's market. It is reasonable to assume that ABC's market is where 
the debtors are located ( (+s—the—same—as—where ABC's business activity 
eeeurred)) in various states. If Debt Collector is able to attribute 
specific receipts to a specific debtor, then the receipt is attributed 
to where the debtor is located. 

Example ((418)) 15. Same facts as Example ((+/)) 14, except Debt 
Collector is paid a lump sum amount and is unable to attribute specif- 
ic benefits with specific debtors. In this case, a reasonable method 


of propo 
Dependin 


sonable method of proportionally a 
Relative number of debtors in 
collected from debtors in each s 
by debtors in each state; 


be: 


rtionally attributing benefits/receipts should be employed. 
g on Debt Collector's specific facts and circumstances, 


a rea- 
ttributing benefits/receipts could 
each state; relative debt actually 
tate; the relative amount of debt owed 
or another method that fairly apportions, 


and does not distort the apportionment of, Debt Collector's receipts. 


( (Bxample—19.—Training Company Provides Fai ning £6 Customers 


Example ((24)) 16. Call Center provides "customer service" 
ices to Retailer who has customers in all 50 states. 
inquiries from Retailer's customers on how 


dles 


Call Center han- 


to instal 


tailer's 


products, and 


troubleshoots customer issues rel 


products 


sold. Call Center also informs Retailer's customers 


package 


deals and other discounts on Retailer's new lines of 


Call Cen 


ter's services 


50 -states,_+therefere) ) 


izing cu 


StOMErs 


( (¥etete—teoRetatterts—_settiine—aetirtty—iw att 


are promoting Retailer's products by incentiv- 


to make additional 


purchases, and establishing or 


maintain 


ing Retailer's 


market by supporting existing customers. Re- 


tailer r 


ceives 


the benefit 


which in 


ter reco 
Call Cen 


number of calls from area codes assigned 


a reason 
standing 
not exac 
ses. 


Example ((22)) 17. 
retail chains, 
and businesses that operate solely over 


ices to 
single ] 


rds Retailer's 


ter may attribute receipts received from Retailer based 


able method of 
the fact that 


tly reflect the physical 


national 
ocation, 


Taxpayer 


this case is all 50 
and Alabama that answer questions about 


"s services ar 


of Call Center's services in its market, 
states. Call Center has offices in Iowa 
Retailer's products. Call Cen- 
calls by area code. 
on the 
to each state. This would be 
proportionally attributing receipts notwith- 
mobile phone numbers and related area codes may 
location of the customer in all ca- 


( (eustemesrtts)) customers' 


Taxpayer provides internet advertising serv- 

regional businesses, businesses with a 
the internet. 
Generally, each 


promoting customers' products. 


customer receives the benefit of ((#Khe)) Taxpayer's advertising serv- 


ices 
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Taxpayer d rmines, based on its 


books and records, 


where each 


customer receives the benefit in its 


market. If 


Taxpayer cannot ob 


tain 


this information, it would then use 


a reasonable method of proport 


ionally attributing the benefit of its 


service to 


the customer's market. Depending on what products or serv- 


ices 


( (avebeineg provided $y) ) 
use of relative 
market based on Federal Communications 


( (Bpepitetien) ) 


Taxpayer's customers are providing, the 
internet connections in the customer's 
Commission (FCC) data may be a 


er's services 
Example ( 


from its sing] 
promoting Mer] 


ceives th 


reasonable method of proportionally attributing the benefit of Taxpay- 
to customers' markets. 
(23)) 18. Oregon Newspaper sells newspaper advertising 
to Merlin's Potion Shop. Merlin's only makes over-the-counter sales 
e location in Vancouver, Washington. Oregon Newspaper is 
lin's Potion Shop's products. Merlin's Potion Shop re- 
benefit of ((#he)) Oregon Newspaper's advertising services 
in its market in Washington, where it makes sales to its customers. In 
receipts ((*e- 


this case Oregon Newspaper will report 100% of its 
j from Merlin's to Washington. 


eetved) ) 


Example 19. Recording Company provides content development serv- 


ices for it 


ts customer, Licensi 


ng Company. Recording Company's content 


development 


services consist of recording and developing a live tele- 


vision program, 


and selling this program to Licensin 


g Company. Before 


Recording Company records and develops the program, 


Licensing Company 


has already sold 


the broadcasting rights for 


this program to third- 


party broadcasters. 


Licensing 


Company does not conduct any further de- 


velopment 


of it 


ts own on the television program. 


Recording Company's 


service is 


completing Licensing Company's sales. 


Licensing Company re- 


ceives th 


benefit of Recording Company's service in 


Licensing Compa- 


ny's mar 


ket. 


In this case Licensing Company's market 


is where the 


broadcasters use Licensing Company's rights to the 


television program. 


Example 20. Marketer A contracts with Seller to conduct a 


"mar- 


keting campaign" 


service for Seller. 


Marketer A's marketing campaign 


consists of researching population groups most likely to purchase 


Seller's products, 


developing 


targeted promotional materials, and dis- 


tributing 


those material 


ls to the identified population groups via mail 


and social 


media. Marketer A s 


ubcontracts with Marketer B, for Market- 


er B 


to conduct the marketing campaign service. 


Market 


ter A's services ar 


promoting Seller's products. Seller re- 


ceives th 


benefit of Marketer A's services 


in Seller's market, where 


Seller sells the product 


ts being promoted by Marketer A's campaign. 


Market 


ter B's services ar 


completing Marketer A's product sales. 


By conduc 


ting 


the marketing campaign for Marketer A, Marketer B is 


fulfilling Marketer A's contract 


ual obligations to Seller. Marketer A 


receives 


the benefit 


of Market 


er B's services in Marketer A's market. 


In this case, 


is the same as Seller's market, 


where Sell 


r receives the ben 


Marketer A's market 


fit of Marketer A's service. 


Market 


ter B will attribute 


its receipts from Marketer A to Sell- 


er's markei 


t using information 


supplied by Marketer A about Seller's 


market. If 


Marketer A 


and Marketer B are affiliated, 


the presumption 


is that Marketer A sho 


u 


ld be able to provide to Marketer B the infor- 


mation about Seller's market. 

Example 21. Investment Manager contracts with a mutual fund com- 
pany to manage a fund. Investment Manager receives a fee from the mu- 
tual fund company for managing the fund based on the value of the as- 
sets in the fund on particular days. Responsibilities in managing the 
fund consist of: Helping the fund execute business strategies through 
daily management of the fund, overseeing the buying and selling of 
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Investment Manager determines 


what 


assets the fund will buy with invest 


tors' 


mon 


ey. The fund manager 


is responsible for making sure the portfolio is earning 


the expected 


return, which 


is a significant 


considerat 


tion when 


investors decide 


which fund to invest 


their money in. 


The mut 


tual fund discloses to in- 


vestors in the fund's 


prospect 


tus statement 


who 


the Invest 


tment Manager 


is and the management 


fees paid. 


Invest 


tment 


Manager knows or should 


know the identity of 


the investors in 


the fund 


an 


d their mailing ad- 


dresses. I Manager' 


is es 


tablishing or maintaining 


Investment 
the mut 


nd company's mar 


s servic 


ket. In 


this case, 


it is reasonable to 


tual fu 
assume that the mutual fund 


company's 


marke 


is wher 


th 


investors 


are located. Invest 


tment Manager wil 


l 


a 


ttribute its receipts from man- 


aging the fund to those in 


Ves 


tor locat 


ions. 


Example 22. Staffing 


Co. 


contract 


S with ISP Inc., 


an internet 


service provider, 


to provide suppl 


Lemen 


tal marketing staff at ISP's 


sole office in State A. The 


supplemen 


tal market 


ting staff make calls to 


current and prospective cus 


tomers of ISP, 


offering addi 


tional or en- 


hanced services such as fa 


ter int 


cerne 


t speed, 


ad blocking, and video 


conferencing. ISP sells in 


rnet 


services in Si 


tates A, B, 


and C. 


The 


activities of Staffing Co. 


tal marketing staff are promot 


ives 


ing ISP's products. ISP rec 


of Staffing Co.'s service 


in ISP's market, which in 


this case is States A, B, 


and C. 


Example 23. Management 


Cow 


provides cus 


tomer 


support services 


tO 


Customer A. Customer A's only physical location is its office in State 
Z. Customer A makes sales throughout the United States. Per the con- 
tract between Management Co. and Customer A, customer support services 


provided by Management Co. 


consist of operat 


ting a call center to han- 


dle Cust 


tomer A's calls and emails related to services and sales. 


Man- 


agement 


S 


tablishing and maintain- 


ing Customer A's market. 


Co.'s customer support services ar 
] Customer A receives the benefit 


t of Management 


Co.'s service in Cust 


tomer A's market throughout 


the Unit 


ted Stat 


ces. 


(ii) 


The following are examples wher 


th 


customer's relat 


ted 


business activities 


occur at the cust 


tomer's business location(s). 


In 


these examples, the 


taxpayer's service is not promoting the customer's 


products, is not 


t engaging in or complet 


ting sales of the cust 


tomer's 


products, is not ob 


taining or facili 


ta 


ting payment of amount 


ts owed to 


the cusi 


tomer from the sale of its products, 


and is not est 


tablishing or 


maintaining the cust 


tomer's market. 


Example 24. Same facts 


as Examp] 


le 22, 


except Staffing Co. 


pro- 


vides supplemen 


tal human resou 


rees staff to support business opera- 


tions at ISP 


Inc.'s office in 


Cate 


A. 


Some of the supplemental staff 


work remotely, 


while others wo 


k at 


ISP's office. 


The supplemental hu- 


man resources sS 


taff's work con 


S 
r 
sist 


ts of recruiting and onboarding em- 


ployees, facilit 


tating communica 


tions 


between emp] 


loyees and management, 


managing employee benefits, 


and hand] 


ling int 


ternal] 


| disciplinary ac- 


tions. 


ISP receives the benefit of Staffing 


Co 


.'s service at 


ISP's 


business location(s). ISP's 


on 


ly office location 


is in State 


A. In 


this case the staffing service does not require 


ISP to be physically 


present, but 


relates to a specific, 


known business location 


rA 


ISP's of- 


fice in State A. 


ISP receives the benefit 


t of Staffing Co.'s service in 


State A. 


Same facts as Example 23, 


except Managemen 


cCOw 


also 


Example 25. 
provides net 


twork support services to Cust 


tomer A. 


Per the contract be- 


tween Management Co. 


and Customer A, 


network support services provided 


consist of providing administ 


trative, tech 


nical 


and 


— i 


by Management Co. 


engineering support staff to develop, 


implement 


and maintain al 


l in- 


=f: 


ternal software elements for Customer A. Customer A's internal soft- 
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and 


includes operating syst 


tems, 


recordkeeping, filesharing, data and anti- 


virus prote 


ction, 


and 


timekeeping soft 


Cware. 


Customer A receives th 


benefit of Management Co.'s service at 


t Customer A's business loca- 


tion(s). In 


this case 


the network support 


services do not 


require Man- 


agement O. 


to be physically present, 


but 


relate to a specific, 


known 


business lo 


cation, 


Cusi 


tomer A's physical locat 


tion in State Z 


Customer 


A receives the benefit of Management 


t Co.'s net 


twork s 


upport services in 


State Z. 


Example 26. Big Manufacturing hires an engineer 


to design a 


tool 


that will o 


nly be u 


sed in a factory located in Brewster, 


Washington. 


Big Manufac 


turing 


receives the benefit of the engineer's services at 


its busines 


s locati 


this case the design service does not 


re7 


qu 


ire Big Manufac 


tu 


ring to 


be physically presen 


=f 


bu 


relates 


CO a 


specific, 


known b 


usiness location, 


the single 


locat 


tion in Washington 


wh 


ere Big Manufactu 


ring int 


tends to use the tool. 


One hundred percent 


"s recel 


p 


ts from this service must be al 


ttributed to Wash- 


of engineer 


ington. 
Exampl 


e 27. Th 


e 


same facts as in 


Example 2 


6, 


except Big 


Manufac- 


turing will 


use the 


tool equally in fac 


tories located in 


Brewster and 


in Kapa'a, 


Hawai'i. 


Big Manufacturing r 


ceives 


th 


benefi 


of 


the 


service at 


its business locations equ 


ally in 


CWO 


states. 


As a result, 


a_reasonabl 


e method of proportionally a 


ttribu 


ting receipts would be to 


attribute 


1/2 of the receipts 


to each 


state. 


Exampl 


e 28. 


Training Company provides training 


to Customer's em- 


ployees on 


how 


to operate a specific 


piece of equipment used solely in 


Washington. 


Customer receives 


the ben 


fit of the service at 


its busi- 


ness locati 


on(s). 


In this case the 


training service does not 


require 


the customer to be physically present, but relates to a specific, 
known business location in Washington, where employees use th quip- 
ment. Training Company will attribute 100% of its receipts received 


from Customer to its business locat 


tion in Washington. 


Exampl 


e 29. 


Trainin 


gq Company provides man 


ufacturing process im- 


provement training to Cu 


stomer's employees who 


are 


all located in 


State A. The training is provided from State B. Customer receives th 
benefit of Training Company's service at Customer's business loca- 
tion(s). In this case the training service does not require Customer's 


employees to be physical 


lly present, 


but it 


relates 


to the specific, 


known busin 


ess locat 


ion at 


Cu 


stomer's office in State A, 


where 


the em- 


ployees imp 


rove the 


manu 


factu 


ring process. 


Training Company must 


at- 


tribute the apportionabl 


le receipts to Sta 


te A where Customer solely 


receives th 


benefit 


of Train 


ing Company's service. 


Exampl 


e 30. 


Same facts as Example 29, 


except 


the training is pro- 


vided for employees from several states and Training Company knows 


where each employee is assign 


ed 


to work. Training Company's services 


relate to Customer's specific, 


known business locati 


tions where the em- 


ployees are assigned to work in 


those several states, 


which is pre- 


sumed to b 


wher 


th 


mploy 


th 


S US 


training. Attributing receipts 


from the training based on where the employees are assigned 


to work is 


a reasonable method of proportionally at 


tributing 


the receipt 


ts income. 


Example 31. Training Company provides sales strategy training to 
Retailer's sales employees who are all located at Retailer's office in 
State A but make sales to Retailer's customers in all 50 states. The 


training is provided from State B via a combination of in-person and 


virtual att 


endanc 


Retailer receives the benefit 


of Training Compa- 


ny's service at Retailer's business location(s). 


In this case the 


training service does not require Retailer's employees to be physical- 
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known business location at 


Retailer's office in State A, 


wher 


Retailer's employees are assigned 


to wor 


Kis TALS 


location is presumed 


to be where Retailer's sales em- 


ployee 


s use their improved skill sets from the training. Retailer re- 


celives 


the benefit 


of Training Company's service at Retailer's busi- 


ness 1l 


ocation 


in State A. 


Example 32. Manufacturer hires Law Firm to defend Manufacturer in 


a clas 


s action 


product 


liability lawsuit involving Manufacturer's 


Widget 


S. 


Manufacturer's principal place of business is in Washington. 


Manufacturer receives the ben 


fit of Law Firm's service at Manufactur- 


er's business location(s). 


In this 


case, Law Firm's service does not 


require Manufacturer to be physically present, 


and does not relate to 


a spec 


TE Tey 


known business location(s). 


Manufacturer's business loca- 


tion is its principal place of business 


or commercial domicile in 


Washin 


gton, 


where Manufacturer receives 


the benefit of Law Firm's 


servic 


Example 33. Game Publisher hires D 


es. 


veloper to perform software 


a new computer game that Game 


development services in connection with 
Publisher will release in 


the following 


year. Under the contract be- 


tween Game Publisher and D 


Developer's primary duty is to de- 


veloper, 


liver 


a "beta" 


version of 


the computer game 


that Game Publisher will 


use fo 


r further development. 


Developer performs all of its software 


activities at its office in Seattle. 


After Developer de- 


livers 


development 
] a beta version 


of the game, 


Game Publisher will perform addi- 


tional development on 


the game at its locations in California. 


Game 


Publisher receives th 


benefit 


of Developer's service at Game Publish- 


er's business location(s). 


In this 


case Developer's service does not 


requir 


Gam 


Publisher to be physically present, 


but relates to the 


specif 


icy 


known business locations 


in California where Game Publisher 


performs additional development. 


Developer will attribute 100% 


of its 


receipts from Game Publisher 


to California where Game Publisher re- 


ceives the benefit of the service. 


Example 34. 


Game Pub] 


Lisher received consumer complaints about its 


game console overheating 


and contracts with QA Company 


to determine 


the cause of and a possible solution to 


the problem. Under the con- 


tract, 


QA Company will 


receive compensation for providing 


testing 


services specific to th 


e game console. 


Game Publisher will use QA Com- 


pany's findings and recommendat 


tion to determine how to repair the vid- 


eo game console at its 


manufacturing 


location in California. Game Pub- 


lisher receives the ben 


fit OF 


QA Company's service at Game Publish- 


er's business location(s). 


In this 


case QA Company's service does not 


requir 


Gam 


Publisher to be physically present, 


but relates to the 


Location (s) 


in California where Game Publish- 


specific, known business ] 


er wi 


perform additional 


| development to resolve the issue. 


QA Compa- 


ny will 


attribute 


100% of its receipts from Game Publisher to Califor- 


nia wh 


ere Game Publisher receives th 


benefit of the service. 


Racko, 
ington 


Compan 


Inc. 


, Oregon, and 


busine 


Racko' 


ss locations. 


Idaho. 
its widgets in all 50 states. 
y A's services 


Example ((24)) 35. Company A provides human resources services to 
which has three offices 
Racko sells widgets and has customers for 
Racko receives 


that use those services in Wash- 


the benefit of ((##e) ) 


( ( 


In 


at Racko's 


)) 


this case Company A's services do not require 


s employees to be 


physically present, 


but relate to the specif- 


ic, kn 


own business locat 


tions of Racko's offices in Washington, 


Oregon, 


and 
and us 
ing 


Idaho. 


Assuming that 


s th 


services to approxima 
1/3 of the receipts to each of 
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DEF, Inc. 
DEF ( (;—=re)). 
benefit of 
cation(s). 


In 


Washington State Register, 


DEF ( 


this 


tions using the services is a reasonable me 
tributing Company A's receipts from Racko. 

Example ((25)) 36. 
Director's services relat 


Director serves on 


t 


Director's services at 


case Direc 


o the 


Issue 23-24 
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the board of direc 
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ally at- 


is Director's customer and receiv 


( (+§s—eerperate) ) 


DEF 's 


business lo- 


tor's services do not require an 


y employ- 


ees of DEF 


to be physically present, 


and do not rela 


Le CO 


any specif- 


Le} 


known business location. 


DEF's business 


location 


is i 


ts principal 


domici 


le. 


place of business or commercial 


attribu 


( (cerperete)) 
Example 3 


( (PRevretere) ) 
te the receipts earned from Director's services 
principal place of business or commercial 


CO 


Director must 
DEF to DEF's 


domicile. 


Ds 


Insurance Company hires Law Firm 


to provide insurance 


defense servic 


Ss. 


Law Firm's ins 


uranc 


defens 


services involve repre- 


senting one of Insurance Company's pol 


licyholders to minimize 


liability 


in a third-par 


ty 


lawsuit claimin 


q damages against 


that policyh 


older. 


Insurance Comp 


any 


receives the b 


nefit of Law Firm's service at Insur- 


ance Company' 


s business locati 


10n 


(s). 


In this case, 


Law Firm's 


service 


does not requi 


re 


Insurance Company to be physically present. 


However, 


Law Firm's ser 


vic 


relates 


CO a 


specific, 


known busi 


ness 


location(s) 


that can be 


tied to its represen 


tation of 


the specific pol 


licyholder. 


Law Firm knows or should know th 


e juri 


sdict 


ion where the third party 


files its 


lawsuit against the policyholder, 


or wher 


sett] 


Lemen OCT 


curs. 


ion is 


This Jurisdict 


the business location where Law Firm repre- 


sen 


ts the policyholder and minimizes 


Insurance Compa 


ny's 


liabili 


ty. 


In 


surance Company r 


ceives the b 


nefit of Law Firm's service a 


t this 


jurisdiction w 


here 


the third par 


ty fil 


es its lawsuit, 


Or 


where settle- 


ment occurs. 
(d) 


Services not related to real ((eoer—tangible-persenał)) proper- 


ty and either provided to customers not engaged in business or unrela- 
ted to the customer's business activities. 


Example ((26)) 38. A Washing 
for a medical procedur 
ically present in California, 
benefit of the service 


CON- E 


Becaus 


in Califo 


rnia. 


vider must at 


tribute its income from 

Example ((27)) 39. Washingt 
ple's Arizona and Oregon state income 
federal income tax re 


turn. The b 


sociated with 


the 


tate income 
these returns 


S 


and Oregon bec 
(states). The 


aus 
bene 


attributed to 


the 


fit associated 
couple's resid 


tax re 


on acc 


enefi 


ct ct ct 


rela 
with 


the Washing 
the Washing 


esident 


ton 


travels to California 
ton resident must be phys- 
resident receives th 


( (PRerefere—;) ) 


the procedure to Cal 


ountant prepar 
tax returns as 


of the accoun 


The 


es a 
well 
tant' 


service pro- 
ifornia. 

Nevada cou- 
as their 

s service as- 


urns is attrib 


uted 
locat 


to Arizona 
ions 


e to specific 
the federal in 


come 


tax return is 


The fees for t 


turns are a 
for th 


ington's San J 


for on 


uan 


e day. Tour Opera 


tax retur 


Islands Tor ie 
tor's cu 


nc 


ttributed to Arizona and Oregon, 
e federal income 
Example ((28)) 40. 


n is a 


comers 


ur days and Vic 


respecti 
ttributed to N 


toria 


he s 
vely, 


ate tax re- 
and the fee 


evada. 


Bri 


Tour Operator provides cruises through Wash- 


tish Columbia 


receive the b 


A 


fi 


tonr—+s—rece+ived)) 


Tour Operator 
ing the benefi 
benefit in 
Tour Operator 
ton and 20% to 

Example 


California. 


may 
t to 


Washing 


Tour Operat 


S ser 


vices where th 


n 


use a reasona 


de 
ton 


O 
S 
p' 
b 
termine tha 
u 


must 
Bri 


( (29) ) 
ney to prepare a las 
Daughter is a 


attribute 80 
tish Col 
41. A 
t will 


umbia. 


and t 
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iv 


of ( (he 
r occurs. 


le method of proportionally attribut- 


2 


[e] 


of the 


( (Therefore) ) 


tionable receipts 
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ton attor- 


tament for Daughter who lives in 
third-party beneficiary and receives th 
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is where 
Califor- 


Example ((30)) 42. A Washington couple hires a California ac- 


countant 


couple does not have to be physica 
perform services and services ar 

the Washington coupl 
ices at their residenc 


not related 


to prepare their joint federal income tax return. Because the 
lly present for the accountant to 


receives the benefit of the accountan 


to a specific location, 
t's serv- 


in Washington. California accountan 


tribu 


S 
from 
S 


(d) th 


te its fee for this service to Washington. 
Example ((3ł4)) 43. An Arizona resident retains a Washingt 
tockbroker to handle its investments. 
the client and executes trades of securities on 
tock Exchange. 
part of a business; (b) the activity does not 
gibtie—-persenat) ) 
physically present for 
services ar 


the New 


mus 


ct at- 


con 


The stockbroker receives orders 
York 


the Arizona resident is not invest 
relate to real 
the client does not 


Because (a) 


(c) ( (ane) ) 
the stockbroker 


property; 


receives the benefit of the services aft 


not related to a specific location, 


Washington stockbroker must attribute 


the fee to Arizona. 


to perform its services; 
the client 
t client's place of residence. 


ting as 
( (earn 


need to be 


and 


(305) 
financial institutions. 


Special rules related to extending credit performed by non- 


Businesses not included in the definition of a 
services re- 


financial institution under WAC 458-20-19404 that provid 
lated to the extension of credit must attribute 
activities as follows: 


their income from such 


(a) Activities related to extending credit where real property 


secures the debt. 
servicing loans, 
uding any fees in the nature of interest rela 
and buying and selling loans. 
are attributed in the same manner as a financial 
tributes these apportionable receipts under WAC 458-20-194 
Activities 
but are not limited 
Apportionable receipts from these activities are at 
billing address of the card holder. 

Other activities related to extending credit where real prop- 
erty does not secure the debt. 
limited to, 
to such loans), 
these activities are attribut 


(incl 
ities 


(b) 


(c) 


from 


institution a 


Such activities 
making loans 


include, 
subject to deeds of 


trus 
ted 
Apportionable receipts from 


but are not limited to, 

t or mortgages 
to the loan), 
these activ- 


ins 


titu 


tion at- 


04. 


related to credit cards. Such activities 


inc] 


to, issuing credit cards, servicing, 


ude, 


and billing. 


tribu 


Such activities include, 
servicing loans, making loans (including any fees 
and buying and selling loans. 


ttributes income under WAC 458-20-19404. 


but are not 


ted to the 


related 


Apportionable receipts 
ted in the same manner a financial 


(d) All other apportionable receipts. All other apportionable re- 


ceipts from s 
(304) 


through 
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What does "unable to attribute" mean? A taxpayer is "unable 


tribute" apportionable receipts when the 
cially reasonable means to acquire the informat 
the apportionable receipts. 


determin 
acquire 


taxpayer has no commer- 
tion necessary to at- 
Cost and time may be considered to 


whether a taxpayer has no commercially reasonable means to 


the information necessary to at 
See Examples 44 through 46 below, 


as well as Examples 5 


tribute apportionable receipts. 


through 7 in 


this rule. 


informatio 
tional att 
customers, 
fice prepa 


maintained by 
Example ( 


from an af 


Example ((33)) 44. 
n that can easily be used to det 


ribut 
but 
ring 


does 
the t 


(34) ) 
filia 


termine wh 
ices 


CBA ( (7—<-) ) 


re th 


the marketing office toa 


te or unrelated third party which it cou 
customer receives 


((One)) The marketing office of 


rmin 


ZYX LLC has 


a reasonable propor- 
ion of receipts from providing marketing services to 


not provide this information 


ax returns. ZYX ((H46)) must use th 


45. CBA, Inc. is entitled 


the benefit of 


( (+8—¥ecetved)), but chooses no 
must use the information maintained by th 


to obtain that in 


unrelated third party to attribu 
Example ((35)) 46. 
the information is raw data 


te i 
Same facts as Example ((34)) 45, 
that mus 


to the accounting of- 
e information 


tribute its receipts. 
to receive information 
ld use to de- 
( (=s) ) 
formation. 

e affiliate or 
ts apportionable receipts. 


CEATS  Sséery= 


except that 


t be formatted and otherwise pro- 


cessed at a cost that exceeds a reasonable estimate of the possible 


difference in the amount of 
other attribution method authorized in subsection 


(q) 


Rede) yy (c) 


through 


would owe 
(301) 
In this case, it is 


tax CBA ( (;—+#<-) ) 


of this rule. 


cially reasonable for CBA( (7—+<-) ) 


to use this data to 


where toa 


(401) 


(402) 


ttribute i 


General. 


Receipts 


ington-a 


section). 


(a) 


able receipts attribu 
gaging in the apportionable activity. 
The denominator of the receipts factor is: 
including Washington) 


en 
(b) 
de, 


wi 


ttributed apport 
tionable receipts less 


ts income. 


PART 4. RECEIPTS FACTOR. 


The receipts factor is a fraction that applies 
apportionable income for each calendar year. 
a separate receipts fac 


and ececupatier) ) 


engaged in. 


factor calculation. 


throw-out income (see subsection 


The receipts factor is: 
tionable receipts divided by world-wide appor- 


if it used an- 
( {be through 
not commer- 
determine 


TO 


Taxpayers must calculate 
tor for each apportionable activity 
B&O tax classification) 


( ( (Basimess 


Wash- 


(403) of this 


The receipts factor expressed algebraically is: 


The numerator of the receipts factor is: 


(Washington apportionable receipts) 


(Receipts 


factor) ((Worldwide apportionable receipts) - 


hrow-out income)) 


th 


income. 


there is n 
(400,000/1 

(c) I 
reducing t 
zero, 
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to Washington and $1,000,000 of worldwide receipt 


throw-ou 
00,000). 


O 
,0 


he denomin 


the receipts factor is deemed to be 


the very rare situation wher 


table to Washington during 


The 


Inc. 


t income, 


th 
income) 
Zero. 


ator by the throw-out 
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has $400,000 of receipts at 
ts. Assuming 
NOP's receipts factor is 40% 


receipts factor 
is zero divided by 


The total apportion- 
the calendar year from 


total (world- 


apportionable receipts from engaging in 
e apportionable activity during the calendar year, 


throw-out 


tributed 


that 


(after 
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(403) Throw-out income. Throw-out income includes all apportiona- 
ble receipts attributed to states where the taxpayer: 
(a) Is not taxable (see subsection (106) of this rule); and 

(b) At least part of the activity of the taxpayer related to the 
throw-out income is performed in Washington. 
Example ((37)) 48. During 2019, XYZ Corp. performs all services 
in Washington and has apportionable receipts attributed using the cri- 
teria listed in subsections (301) through (305) of this rule or WAC 
458-20-19403 as follows: Washington $500,000; Idaho ( ($200,008) ) 
$50,000; Oregon $100,000; and California $300,000. XYZ ((Ce*p-)) is 
subject to Oregon and Idaho corporate income tax, but does not owe any 
California business activities taxes. XYZ does not have any throw-out 
income because Oregon and Idaho impose a business activities tax on 
its activities and it is deemed to be taxable in California because it 
satisfies the minimum nexus standards for 2019 explained in WAC 


458-20-19401 ( (tere that $250,006 i» +eceipts})). XYZ's receipts fac- 
tor is: ((500,000/4,166,000-er45-45%)) 500,000/950,000 or 52.63%. See 


current minimum nexus standard for periods beginning January 1, 2020. 
Example ((38)) 49. Same facts as Example ((37)) 48 except Idaho 

does not impose any tax on XYZ ((Cexp)). The (($200,000)) $50,000 at- 
tributed to Idaho is throw-out income that is excluded from the denom- 
inator because: XYZ ((Ge*e-)) is not subject to Idaho business activi- 
ties taxes((+)), does not have substantial nexus with Idaho under 
Washington standards((+)), and performs in Washington at least part of 
the activities related to the receipts attributed to Idaho. The re- 
ceipts factor is 500;000/ 900,000 or 55.56%. 

Example ((39)) 50. The same facts as Example ((38)) 49 except XYZ 
((Ce*ep~)) performs no activities in Washington related to the 
( ($266,066) ) $50,000 attributed to Idaho. In this situation, the 
( ($200,066) ) $50,000 is not throw-out income and remains in the denom- 
inator. The receipts factor is: ((500,0664,466,66¢-6.z 455-453) ) 
500,000/950; 000 or 52.63%. 


PART 5. HOW TO DETERMINE WASHINGTON TAXABLE INCOME. 


en 


(501) General. Washington taxable income is determined by multi- 
plying apportionable income by the receipts factor for each apportion- 
able activity the taxpayer engages in. While the receipts factor is 
calculated without ((*¥egerd¢e6)) accounting for deductions authorized 
under chapter 82.04 RCW, apportionable income is determined by reduc- 
ing the apportionable receipts by amounts that are deductible under 
chapter 82.04 RCW, regardless of where the deduction may be attrib- 
uted. This formula can be expressed algebraically as: 


(Taxable = (Receipts PA (App Sie 
Income) Factor) deductions) 
Example ((40)) 51. Calculating apportionable income. Corporation 

A received $2,000,000 in apportionable receipts from its worldwide ap- 
portionable activities, which included $500,000 of receipts that are 
deductible under Washington law. Corporation A's total apportionable 
income is $1,500,000 ($2,000,000 minus $500,000 of deductions). If 
Corporation A's receipts factor is 31.25%, then its taxable income is 
$468,750 ($1,500,000 multiplied by 0.3125). 


PART 6. REPORTING INSTRUCTIONS. 


(601) General. 
(a) Taxpayers required to use this rule's apportionment method 
may report their taxable income based on their apportionable income 
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tee 


for the reporting period multiplied by the receipts factor for the 
most recent calendar year the taxpayer has available. 
(b) If a taxpayer does not calculate its taxable income using (a) 
of this subsection, the taxpayer must use actual current calendar year 
information. 

(602) Reconciliation. Regardless of how a taxpayer reports its 
taxable income under subsection (601) (a) or (b) of this rule, ( (wheke 
the)) a taxpayer ( (Has—the—i+formation)) that has reportable appor- 
tionable income must file a reconciliation to determine the receipts 
factor for an entire calendar year ( (;—+®—mest #+te—a)) by October 31st 
of the following year. If the date for filing falls on a Saturday, 
Sunday, or legal holiday, the reconciliation will be considered timely 
if filed on the next business day. The reconciliation filing must be 
on the department's "annual reconciliation of apportionable income" 
form. The reconciliation ((amé)) may result in the taxpayer either 
((ebtat+s)) obtaining a refund or ((pay¥)) paying any additional tax 
due. (( patton 1 3 orm oveg F ha 
partment—)) In either event (refund or additional taxes due), interest 
will apply in a manner consistent with tax assessments. If the recon- 
ciliation is completed ( (p¥tex-e)) and any additional tax shown on 
the reconciliation has been paid by the October 31st ( (ef the -felHter— 
ing-yeat)) due date, no penalties will apply to ((aRy)) the additional 
tax ( (€het—ma;be—dee)) shown on the reconciliation. 
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WSR 23-24-100 
PROPOSED RULES 
LIQUOR AND CANNABIS 


BOARD 
[Filed December 6, 2023, 10:33 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 23-15-116. 

Title of Rule and Other Identifying Information: Rules to imple- 
ment SSB 5448 (chapter 279, Laws of 2023), and rules to address an ac- 


cepted petition for rule making on mandatory alcohol server training 
(MAST) 13 permits: 


SSB 5448 

Amended WAC 314-03-035 Consumer orders, internet sales, and delivery for on-premises beer and/or wine 
liquor licensees. 

Amended WAC 314-03-200 Outside or extended alcohol service. 

Amended WAC 314-03-500 Endorsement for sale of manufacturer sealed alcohol products through takeout 
or delivery service. 

Amended WAC 314-03-505 Endorsement for sale of premixed cocktails, wine by the glass, premixed wine 
and spirits cocktails, or premixed wine drinks through takeout or delivery service. 

Amended WAC 314-03-510 Endorsement for sale of growlers through takeout or delivery service. 

Repealed WAC 314-03-205 Outdoor alcohol service for on-premises licensees. 

New WAC 314-03-600 Takeout/delivery endorsement comparison table. 

MAST 13 Permit Petition 

Amended WAC 314-11-040 What duties can an employee under twenty-one years of age perform on a 
licensed premises? 

Amended WAC 314-17-015 What are the two types of alcohol server training permits? 


Hearing Location(s): On January 17, 2024, at 10:00 a.m. All pub- 
lic board activity will be held in a "hybrid" environment. This means 
that the public will have options for in-person or virtual attendance. 
The boardroom at the headquarters building, 1025 Union Avenue, Olym- 
pia, WA 98504, will be open for in-person attendance. The public may 
also log in using a computer or device, or call in using a phone, to 
listen to the meeting through the Microsoft Teams application. The 
public may provide verbal comments during the specified public comment 
and rules hearing segments. TVW also regularly airs these meetings. 
Please note that although the boardroom will be staffed during a meet- 
ing, board members and agency participants may continue to appear vir- 
tually. For more information about board meetings, please visit 
https://lcb.wa.gov/Boardmeetings/Board meetings. 

Date of Intended Adoption: No earlier than January 31, 2024. 

Submit Written Comments to: Daniel Jacobs, Rules and Policy Coor- 
dinator, P.O. Box 43080, Olympia, WA 98504-3080, email 
rules@lcb.wa.gov, fax 360-704-5027, by January 10, 2024. 

Assistance for Persons with Disabilities: Contact Anita Bingham, 
ADA coordinator, human resources, phone 360-664-1739, fax 
360-664-9689, TTY 711 or 1-800-833-6388, email 
anita.bingham@lcb.wa.gov, by January 10, 2024. 

Purpose of the Proposal and Its Anticipated Effects, Including 
Any Changes in Existing Rules: The proposal reflects two separate 
rule-making endeavors: (1) Implementation of SSB 5448, primarily codi- 
fied at RCW 66.24.710; and (2) revising rules related to MAST 13 per- 
mit holders and where they can open and pour beer and wine. 
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1. Adding references to RCW 66.24.710: SSB 5448 is primarily co- 
dified at RCW 66.24.710, named "Takeout or delivery." Some require- 
ments in the rules below were put in place after the rule making done 
following E2SHB 1480 passed during the 2021 legislative session in the 
height of the COVID-19 pandemic. These requirements include requiring 
a purchased meal to accompany sales of alcohol sold for takeout or de- 
livery, that delivery drivers hold certain alcohol server permits, and 
ID checks for customers when the alcohol is delivered, among others. 
Where these requirements are already in rule, a citation to RCW 
66.24.710 is added to clarify that these rule requirements are also in 
statute. Where these requirements were not in place, the statutory 
language is added into the rule, with RCW 66.24.710 referenced, to 
clarify that these requirements are now in place. 
2. Delineating takeout and delivery endorsements from other ex- 
isting license privileges: Several types of liquor licensees identi- 
fied in RCW 66.24.710 (1) (a) already had the ability to sell alcohol 
for takeout or delivery, either through off-premises endorsements that 
are separately available, or directly through statutory authority, and 
clarified in separate rules. Over the past few years, licensees have 
asked agency staff questions regarding the differences and different 
rules applicable to these licensees, depending on whether delivery or 
takeout is being done through the new takeout or delivery endorsement, 
or through the preexisting endorsement or privilege. This has caused a 
great deal of confusion for both licensees and agency staff. Language 
referring to these license types has been removed from some of the 
rules to help delineate the different endorsements and rules that ap- 
ply to them, as well as a new rule created, WAC 314-03-600, in the 
form of a straightforward visual tool to answer in Yes/No form whether 
a meal is required or third-party delivery is allowed depending on the 
license type and endorsement at issue. 
3. Ready to drink cocktails: Agency staff have also been fre- 
quently asked about the applicability of rules regarding the sale 
through delivery or takeout of "ready to drink cocktails," commonly 
packaged in cans, a relatively new presentation of alcohol that has 
become increasingly popular, and as such, increasingly inquired about 
to agency staff. Because these do not fit neatly into an existing 
rule, and to implement the takeout and delivery endorsement regarding 
these new drinks, explicit authorization to sell these, as well as a 
definition, is proposed in amended WAC 314-03-500. 

4. Consolidating outside service rules: As authorized by RCW 
66.24.710(7), the liquor and cannabis board (LCB) is seeking to sim- 
plify the outdoor alcohol service rules by combining what are current- 
ly two rules, WAC 314-03-200 and 314-03-205, into a single rule, amen- 
ded WAC 314-03-200. WAC 314-03-205 was initially created as a tempora- 
ry set of exceptions to WAC 314-03-200 following the passage of E2SHB 
1480, which instructed the agency to create additional flexibility for 
licensees to utilize outdoor spaces for alcohol service, the idea at 
the time being that this would be temporary, when many state and local 
authorities were placing limits on the use of indoor spaces during the 
height of the COVID-19 pandemic. SSB 5448 made the temporary changes a 
permanent part of rule, and as a result, agency staff and licensees 
had two rules to consult regarding outdoor alcohol service. Much of 
the language of the two rules was identical, and to improve clarity 
and enable licensees and agency staff to instead consult one single 
rule regarding outdoor alcohol service, LCB is proposing a single 
amended WAC 314-03-200 that reflects the content of both rules. This 
necessarily involves the proposed repeal of WAC 314-03-205. 
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SSB 5448 


Rule Section 


Description of proposed rule change 


Rule Necessity 


WAC 314-03-035 Consumer orders, 
internet sales, and delivery for on- 
premises beer and/or wine liquor 
licensees. 


Added language stating that on-premises 
beer or wine licensees must obtain the 
takeout or delivery endorsement identified 
in RCW 66.24.710 (5)(a). 


Aligning existing rule language with 
RCW 66.24.710. 


(AMENDED) 


Removed language referring to third-party 
delivery. 


Changed written numbers to numeric 
form. 


Improving clarity without changing 
effect. 


WAC 314-03-200 Outside or 
extended alcohol service. 
(AMENDED) 


Stated that all language referring to 
outdoor alcohol service applies also to 
extended indoor alcohol service. 


Improving clarity, reducing 
confusion and the need for licensees 
and agency staff to reference two 


Rearranged order and flow of subsections 
to allow consolidation with WAC 
314-03-205 to create one single rule for 
outdoor alcohol service. 


separate rules on outdoor alcohol 
service and implementing RCW 
66.24.710(7). 


Copied language verbatim regarding 
alcohol service in outdoor privately 
owned spaces from WAC 314-03-205(1), 
with the following exceptions: 

1. Added language stating that if interior 
access is from an area classified by LCB 
as off limits to any person under age of 
21, people under age 21 are prohibited 
from outdoor or extended alcohol service 
area. 

2. Moved language from subsections 
(6)(f) and (7) regarding the authority of 
LCB to grant limited exceptions from the 
permanent or moveable barrier 
requirement. 
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SSB 5448 


Rule Section 


Description of proposed rule change 


Rule Necessity 


Copied language verbatim regarding 
alcohol service in outdoor public spaces 
from WAC 314-03-205(2), with the 
following exceptions: 

1. Added the word "fence-free" before 
"permanent demarcation." 

2. Added language clarifying that certain 
outdoor public spaces must always have 
permanent or moveable barriers. 


Copied language verbatim regarding 
liquor licensees sharing an outdoor service 
area, being jointly responsible for 
compliance with the outdoor service rules, 
and definitions from WAC 314-03-205 


(3)-(5). 


WAC 314-03-205 Outdoor alcohol 
service for on-premises licensees. 
(REPEALED) 


REPEALED 


Improving clarity, reducing 
confusion and the need for licensees 
and agency staff to reference two 
separate rules on outdoor alcohol 
service and implementing RCW 
66.24.710(7). 


WAC 314-03-500 Endorsement for 
sale of manufacturer sealed alcohol 


Replaced citations to chapter 279, Laws of 
2023, with citations to RCW 66.24.710. 


products through takeout or delivery 
service. 
(AMENDED) 


Amending language describing people age 
21 and older. 


Clarifying that alcohol orders that cannot 
be delivered must be returned to the 
licensee. 


Defining "spirits." 


Improving clarity without changing 
effect. 


Removed language referencing domestic 
wineries, domestic breweries, 
microbreweries, and distilleries. 


Aligning rule language with RCW 
66.24.710 and preexisting statutes 
that authorized certain licensees to 
deliver alcohol. 


Added language stating that licensees 
authorized to sell spirits are authorized to 
sell "ready to drink cocktails" through 
takeout or delivery services. 


Defining "ready to drink cocktails." 


Providing clarity regarding a frequent 
subject of questions to agency staff. 


Removing language regarding kegs. 


Improving clarity because kegs are 
the subject of a different rule. 


Adding language stating that employees 
delivering alcohol must have an MAST 12 
permit. 


Adding language that alcohol must be 
delivered by direct employees of the 
licensee. 


Adding language that alcohol sold for 
takeout and delivery must be accompanied 
by a purchased meal. 


Aligning rule language with RCW 
66.24.710. 
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Rule Section 


Description of proposed rule change 


Rule Necessity 


WAC 314-03-505 
Endorsement for sale of premixed 


Replaced citations to chapter 279, Laws of 
2023, with citations to RCW 66.24.710. 


cocktails, wine by the glass, 
premixed wine and spirits cocktails, 
or premixed wine drinks through 
takeout or delivery service. 
(AMENDED) 


Copied language from WAC 314-03-500 
clarifying that this endorsement is 
separate from the endorsement 
authorizing the sale of manufacturer 
sealed alcohol products at retail or 
growlers. 


Adding citations to RCW 66.24.710. 


Renumbering subsections to separate 
different requirements. 


Clarifying that alcohol orders that cannot 
be delivered must be returned to the 
licensee. 


Improving clarity without changing 
effect, citing RCW 66.24.710 where 
appropriate. 


WAC 314-03-510 
Endorsement for sale of growlers 


Replaced citations to chapter 279, Laws of 
2023, with citations to RCW 66.24.710. 


through takeout or delivery service. 
(AMENDED) 


Copied language from WAC 314-03-500 
clarifying that this endorsement is 
separate from the endorsement 
authorizing the sale of manufacturer 
sealed alcohol products at retail, and 
nonmanufacturer or nonfactory sealed 
premixed cocktails, wine by the glass, 
premixed wine and spirits cocktails, and 
premixed wine drinks. 


Clarifying that alcohol orders that cannot 
be delivered must be returned to the 
licensee. 


Adding language stating that growlers do 


not need to be accompanied by a 
purchased meal. 


Replacing definition of "growler" with a 
reference to RCW 66.24.710. 


Improved clarity without changing 
effect, citing RCW 66.24.710 where 
appropriate. 


WAC 314-03-600 
Takeout/delivery endorsement 
comparison table. 

(NEW) 


Demonstrates two tables that provide in a 
Yes/No format whether a meal is required 
to be sold with the alcohol, or third-party 
delivery is permitted, depending on the 
type of liquor licensee and the 
endorsement under which the alcohol is 
being sold. 

Identifies six liquor license types and six 
endorsements. 

Uses "n/a" if the liquor licensee cannot 
hold the endorsement at issue. 


Some liquor license types are 
identified in RCW 66.24.710 as 
being eligible for the three different 
endorsements available, but already 
had endorsements or statutory 
authority to sell alcohol for takeout, 
and charts are necessary to provide 
licensees and agency staff a simple 
visual tool to enable them to 
understand what is permitted, 
prohibited, and required depending 
on the liquor license type and 
endorsement at issue. 


The changes to WAC 
by LCB to make what was 
demic a permanent part 


314-11-040 and 314-17-01 


a temporary allowance du 
of rule, 


making petition in January 2023. 
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MAST 13 Permit Privilege Rule Revisions 


Rule Section 


Current Rule Language 


Proposed New Language 


Rule Necessity 


WAC 314-11-040 
What duties can an 
employee under 
twenty-one years of 
age perform ona 
licensed premises? 
(AMENDED) 


"What duties can an employee 
under twenty-one years of age 
perform on a licensed 
premises?" 


"Permissible duties of an 


employee under 21 years of age 


on a licensed premises." 


Improving clarity 
without changing effect. 


"Mixing drinks." 


"Pouring spirits and mixing 


cocktails." 


rawing beer or wine from a 
"D b fi 
tap." 


"Drawing beer or wine from a 


tap or spigot." 


Replacing a comma with "or." 


Changed written numbers to numeric form. 


Corrected spelling of "speciality" to "specialty." 


"Pouring beer or wine anywhere 
except at the patron's table." 


"Opening or pouring beer or 
wine in area classified by the 
board as off limits to any person 


under the age of 21." 


Amending rule to make 
what was a temporary 
allowance during the 
COVID-19 pandemic a 
permanent rule change. 


WAC 314-17-015 


"What are the two types of 


"Types of alcohol server training 


Improving clarity 


What are the two alcohol server training permits?" | permits." without changing effect. 
types of alcohol Changing written numbers to numeric form. 
server training 
permits? "Opens or pours beer or wine "Opens or pours beer or wine Amending rule to make 
(AMENDED) into customer's glass at a into a customer's glass without what was a temporary 
customer's table." opening or pouring in an area allowance during the 
classified by the board as off COVID-19 pandemic a 
limits to any person under the permanent rule change. 
age of 21." 
Statutory Authority for Adoption: RCW 66.08.030, 66.20.330, 
66.24.710(7). 
Statute Being Implemented: RCW 66.04.010(13), 66.20.310, 
66.20.320, 66.24.710. 
Rule is not necessitated by federal law, federal or state court 
decision. 
Name of Proponent: LCB, governmental. 
Name of Agency Personnel Responsible for Drafting: Daniel Jacobs, 
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3-505 meets the requirements of RCW 34.05.310 (4) (c) and (d) and 
us exempt from RFA's SBEIS requirement. 

The proposed amendment to WAC 314-03-510 replaces citations to 
session law with statutory citations, replaces a definition provided 
le with a reference to one that is now in statute, and states 
accompanying meals do not need to be purchased with a growler. 

se the proposed rule language is making technical changes without 


RFA's SBEIS requirement. 


the effect of the rule and incorporating statutory provisions 


ference, the proposed amendment to WAC 314-03-510 meets the re- 
quirements of RCW 34.05.310 (4) (c) and 


(d) and is thus exempt from 


Scope of exemption for rule proposal: 


Is partially exempt: 


Explanation of partial exemptions: 


This proposed rule 
section is not 
exempt - Analysis 


Proposed WAC Sections and Title is required 


This proposed rule section is exempt. 
Provide RCW to support this exemption. 


1. | WAC 314-03-035 

Consumer orders, internet sales, and 
delivery for on-premises beer and/or 
wine liquor licensees. 


RCW 34.05.310 (4)(c) because the rules are 
adopting or incorporating by reference Washington 
state statutes. 

RCW 34.05.310 (4)(d) because the rule also 
clarifies some language without changing the rule's 
effect 


Outdoor alcohol service for on- 
premises licensees. 


2. | WAC 314-03-200 X 
Outside or extended alcohol service. 
3. | WAC 314-03-205 X 


4. | WAC 314-03-500 

Endorsement for sale of manufacturer 
sealed alcohol products through 
takeout or delivery service. 


RCW 34.05.310 (4)(c) because the rules are 
adopting or incorporating by reference Washington 
state statutes, and RCW 34.05.310 (4)(d) because 
the rule also clarifies some language without 
changing the rule's effect. 


5. | WAC 314-03-505 

Endorsement for sale of premixed 
cocktails, wine by the glass, premixed 
wine and spirits cocktails, or premixed 
wine drinks through takeout or 
delivery service. 


RCW 34.05.310 (4)(c) because the rules are 
adopting or incorporating by reference Washington 
state statutes, and RCW 34.05.310 (4)(d) because 
the rule also clarifies some language without 
changing the rule's effect. 


6. | WAC 314-03-510 
Endorsement for sale of growlers 
through takeout or delivery service. 


RCW 34.05.310 (4)(c) because the rules are 
adopting or incorporating by reference Washington 
state statutes, and RCW 34.05.310 (4)(d) because 
the rule also clarifies some language without 
changing the rule's effect. 


7. | WAC 314-03-600 X 
Takeout/delivery endorsement 
comparison table. 


8. | WAC 314-11-040 X 
What duties can an employee under 
twenty-one years of age perform on a 
licensed premises? 


9. | WAC 314-17-015 X 
What are the two types of alcohol 
server training permits? 


nesses. 


The proposed rule does not impose more-than-minor costs on busi- 


Following is a summary of the agency's analysis showing how 


costs were calculated. Agencies are required to consider costs imposed 
on business and costs associated with compliance with proposed rules. 
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t estimated compliance cost when analyzing 
whether the rules would have a disproportionat 
nesses as defined in RCW 


on small busi- 


This reflects a very generous 


trative 


the changes 


time at 


$50 per hour, 
would involve reviewing 
to employees. 


for a to- 


2022 1% of Avg 0.3% of Avg Annual 
Industry Estimated Annual Gross Business 
NAICS Cost of Industry NAICS Code | Minor Cost Payroll Income 
Code Compliance Description Title Estimate (Threshold) (Threshold) 
722320 $200 Food Services | Caterers $2,052.03 $2,052.03 $956.07 
and Drinking 2021 Dataset 2021 Dataset pulled 
Places pulled from from DOR 
ESD 
722410 $200 Food Services | Drinking $2,347.72 $1,338.63 $2,347.72 
and Drinking | Places 2021 Dataset 2021 Dataset pulled 
Places (Alcoholic pulled from from DOR 
Beverages) ESD 
722511 $200 Food Services | Full Service $3,553.63 $3,221.87 2021 | $3,553.63 2021 
and Drinking | Restaurants Dataset pulled Dataset pulled from 
Places from ESD DOR 
722513 $200 Food Services | Limited $5,011.98 $5,011.98 2021 | $4,698.03 2021 
and Drinking | Service Dataset pulled Dataset pulled from 
Places Restaurants from ESD DOR 
As the table demonstrates, the estimated cost of compliance does 
not exceed the thresholds for any of the license types. Therefore, im- 
plementation of these rules is not anticipated to result in more-than- 
minor costs on businesses as defined in RCW 19.85.020(2). 
ESD - Washington state employment security department. 
DOR - Washington state department of revenue. 
A copy of the detailed cost calculations may be obtained by con- 
tacting Daniel Jacobs, Rules and Policy Coordinator, P.O. Box 43080, 


Olympia, 


WA 98504-3080, 


rules@lcb.wa.gov. 
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AMENDATORY SECTION (Amending WSR 17-17-030, filed 8/9/17, effective 
9/9/17) 


WAC 314-03-035 Consumer orders, internet sales, and delivery for 
on-premises beer and/or wine liquor licensees. An on-premises beer 
and/or wine licensee may accept orders for beer or wine from, and de- 
liver beer or wine to, customers, if the licensee obtains a delivery 
endorsement under RCW 66.24.710. 

(1) Resale. Beer and wine shall not be for resale. 

(2) Stock location. Beer and wine must come directly from a li- 
censed on-premises retail location. 

(3) How to place an order. Beer and wine may be ordered in person 
at a licensed location, by mail, telephone, internet, or by other sim- 
ilar methods. 

(4) Sales and payment. 

(a) Only a licensee or a licensee's direct employees may accept 
and process orders and payments. A contractor may not do so on behalf 
of a licensee, except for transmittal of payment through a third-party 
service. The use of internet or mobile applications for retail custom- 
ers to purchase alcohol in Washington state ((a¥*e)) is allowed under 
the following conditions: 

(i) The sale must be made by the licensee; 

(ii) The licensee processes the payment; and 

(iii) The liquor licensee pays the owner of the mobile applica- 
tion a service fee. 

(b) All orders and payments shall be fully processed before liq- 
uor transfers ownership ( (@*;—i +he-ease ef delivery, teaves—a-_H- 
eensed premises) ). 
(c) Payment method. Payment methods include, but are not limited 
to: Cash, credit or debit card, check or money order, electronic funds 
transfer, or an existing prepaid account. An existing prepaid account 
may not have a negative balance. 

(d) Internet. To sell beer and wine via the internet, a new li- 
cense applicant must request internet-sales privileges in his or her 
application. An existing licensee must notify the board prior to be- 
ginning internet sales. A corporate entity representing multiple 
stores may notify the board in a single letter on behalf of affiliated 
licensees, as long as the liquor license numbers of all licensee loca- 
tions utilizing internet sales privileges are clearly identified. 

(5) Delivery location. Delivery shall be made only to a residence 
or business that has an address recognized by the United States Postal 
Service; however, the board may grant an exception to this rule at its 
discretion. A residence includes a hotel room, a motel room, or other 
Similar lodging that temporarily serves as a residence. 

(6) Hours of delivery. Beer and wine may be delivered each day of 
the week between the hours of 6:00 a.m. and 2:00 a.m. Delivery must be 
fully completed by 2:00 a.m. 

(7) Age requirement. 

(a) Per chapter 66.44 RCW, any person under ( (twenty-ene)) 21 
years of age is prohibited from purchasing, delivering, or accepting 
delivery of beer and wine. 

(b) A delivery person must verify the age of the person accepting 
delivery before handing over beer and wine. 
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(c) If no person ( (4wernty-ere)) 21 years of age or older is 
present to accept a beer and wine order at the time of delivery, the 
beer and wine shall be returned to the licensee. 

(8) Intoxication. Delivery of beer and wine is prohibited to any 
person who shows signs of intoxication. 

(9) Containers and packaging. 

(a) Individual units of beer and wine must be factory sealed in 
bottles, cans, or other like packaging. Delivery of growlers, jugs or 
other similar, nonfactory sealed containers is prohibited. Delivery of 
malt liquor in kegs or other containers capable of holding four gal- 
lons or more of liquid is allowed, provided that kegs or containers 
are factory sealed and that the keg sales requirements (see WAC 
314-002-115) are met prior to delivery. For the purposes of this sub- 
section, "factory sealed" means that a unit is in ((eReHerdeed)) 100 
percent resalable condition, with all manufacturer's seals intact. 

(bo) The outermost surface of a beer and wine package ( (7—deHvered 
bya third party) ) must have language stating that: 

(i) The package contains liquor; 

(ii) The recipient must be ( (4wenty-ene)) 21 years of age or old- 
er; and 

(iii) Delivery to intoxicated persons is prohibited. 

(10) Required information. 

(a) Records and files shall be retained at a licensed premises. 
Each delivery sales record shall include the following: 

(i) Name of the purchaser; 

(ii) Name of the person who accepts delivery; 

(iii) Street addresses of the purchaser and the delivery loca- 
tion; and 

(iv) Times and dates of purchase and delivery. 

(b) ( (A-p¥etvate-ecarrier)) An employee delivering beer or wine 
must obtain the signature of the person who receives beer and wine 
upon delivery. 

(c) A sales record does not have to include the name of the de- 
livery person, but it is encouraged. 
(11) Website requirements. When selling over the internet, all 
website pages associated with the sale of beer and wine must display a 
licensee's registered trade name. 
12) Accountability. A licensee shall be accountable for all de- 
liveries of beer and wine made ((en—+#s—behelf)) by employees. 

13) Violations. The board may impose administrative enforcement 
action upon a licensee, or suspend or revoke a licensee's delivery 
privileges, or any combination thereof, should a licensee violate any 
condition, requirement or restriction. 


~ 


~ 


OTS-4974.3 


AMENDATORY SECTION (Amending WSR 23-14-119, filed 7/5/23, effective 
7/5/23) 


WAC 314-03-200 Outside or extended alcohol service. (1) A li- 
censee must request approval from the board's licensing division for 
ongoing outside ((e*-externded)) alcohol service or extended indoor al- 
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cohol service. Any language in this rule referring to outdoor alcohol 
service applies also to extended indoor alcohol service. 


( (Bxecept—as_provided in utes fer outdoor atcohet service in WAS 


(2) Outdoor alcohol services in privately owned spaces. For out- 
door alcohol service located in privately owned spaces, a licensee 
must meet the following requirements: 

(a) The licensee must have legal authority to use the outdoor al- 
cohol service area including, but not limited to, ownership or lease- 
hold rights; 

(b) The licensee must have a building that provides indoor dining 
or production in order to qualify for an outdoor alcohol service area; 

(c) The outdoor alcohol service area must be contiguous to the 
licensed business or located on the same property or parcel of land as 
the licensed business; 

(d) The outdoor alcohol service area must have an attendant, wait 
staff, or server dedicated to the area when patrons are present; 

(e) (i) Interior access to the licensed premises from the outdoor 
alcohol service area is not required. However, unless there is (A) in- 
terior access to the licensed premises from the outdoor alcohol serv- 
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ice area, or (B) an unobstructed direct line of sight from inside the 
licensed premises to the outdoor alcohol service area, an employee 
with a mandatory alcohol server training (MAST) permit under chapter 
314-17 WAC must be in the outdoor alcohol service area at all times 
that patrons are present, in order to monitor alcohol consumption. 
This requirement is in addition to the requirement in (d) of this sub- 
section that the outdoor alcohol service area must have an attendant, 
wait staff, or server dedicated to the area when patrons are present; 

(ii) If the interior access is from an area classified by the 
board as off limits to any person under the age of 21, people under 
the age of 21 are prohibited in the outside or extended alcohol serv- 
ice area; 

(£) The same food service offered inside the licensed premises 
must also be offered in the outdoor alcohol service area; 

(q) The outdoor alcohol service area must be enclosed with a per- 
manent or movable barrier a minimum of 42 inches in height. However, 
the board may grant limited exceptions to the required 42 inch high 
barrier for outdoor alcohol service areas if the licensee has perma- 
nent boundaries for the outdoor alcohol service area, but may not 
grant limited exceptions to beer gardens, standing room only venues, 
catered events, or permitted special events; 

(h) Openings into and out of the outdoor alcohol service area 
cannot exceed 10 feet. If there is more than one opening along one 
Side, the total combined opening may not exceed 10 feet; and 

(i) Licensees must comply with local building codes, local health 
jurisdiction requirements, department of labor and industries require- 
ments, and any other applicable laws and rules. 

(3) Outdoor alcohol services in public spaces. For outdoor alco- 
hol service located in public spaces, a licensee must request approval 
from the board's licensing division and meet the following require- 
ments: 

(a) The licensed business must have a permit from their local ju- 
risdiction allowing the business to use the public space as a service 
area, such as a sidewalk cafe permit or other similar outdoor area 
permit authorized by local regulation; 

(b) The licensee must have a building that provides indoor dining 
or production in order to qualify for an outdoor alcohol service area; 

(c) (i) Except as provided in (c)(ii) of this subsection, the out- 
door alcohol service area must be enclosed with a permanent or movable 
barrier a minimum of 42 inches in height. 

(ii) Licensees with outdoor alcohol service areas contiguous to 
the licensed premises may use a permanent fence-fr demarcation of 
the designated alcohol service area for continued enforcement of the 
boundaries, instead of a permanent or movable barrier a minimum of 42 
inches in height. The permanent fence-fr demarcation used must be: 

(A) At all boundaries of the outdoor alcohol service area; 

(B) At least six inches in diameter; and 

(C) Placed no more than 10 feet apart; 

(iii) The exception identified in (c)(ii) of this subsection does 
not apply to beer gardens, standing room only venues, catered events, 
and permitted special events, all of which must always have a perma- 
nent or movable barrier a minimum of 42 inches in height; 

(d) Openings into and out of the outdoor alcohol service area 
cannot exceed 10 feet. If there is more than one opening along one 
Side, the total combined opening may not exceed 10 feet; 

(e) The outdoor alcohol service area must have an attendant, wait 
staff, or server dedicated to the area when patrons are present; 
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ered inside the licensed premises 


must 


a 


lso be offered in the outdoor alcohol service area; 


and 


(g) Li 


censees must comply with local 


building codes, local health 


jurisdictio 


n requirements, depart 


ment of labor and industries require- 


ments, and 


any other applicable 


laws and rules. 


(4) Fo 


r multiple licensees 


to share an outdoor alcohol 


service 


area, the 1 


icensees mus 


request approval from the board's licensing 


division an 


d mee the fol 


lowing requirements: 


(a) Th 


e licensees' 


property parcels or buildings must be located 


in direct physical 


proximity to one another. 


For the purposes of this 


subsection, 


"direct physical proximity" 


means 


that the property par- 


cels or bui 


ldings are physically connec 


ted or 


touching each other 


along a bou 


Ly 


ndary or at a point 


(Ib) (1) 


If the shared outdoor alcohol service area is 


located on 


public spac 


,_the licens 


s sharing the space must meet all 


of the re- 


quirements 


in subsection (3) of this section 


and shared use of the 


outdoor service area must be authorized by the licensees' local juris- 


dict 


CS; Or 


(ii) I 


ion permi 


ig 


the shared outdoor alcohol service area is located in a 


privately owned space, 


the licensees sharing 


the space must meet all 


of the requ 


irements in subsection 


(2) 


of this section and must have 


legal autho 


rity to share use of 


the outdoor service area including, 


but no 


limited 


to, ownership or leasehol 


d righ 


CS; 


(c) Th 


e licensees must main 


tain separate s 


torage of products and 


fi 


nancial records for the shared ou 


tdoor alcohol service 


separate 
li 


censees share any point of sale system, 


the licensees must 


area. If 
keep comple 


te documentation and records for 


the shared point of sale 


system show 


ing clear separation as 


to what sales items and ca 


tegories 


belong to e 


ach respective licensee; 


(d) Th 


e licensees must use dist 


inctly marked glassware or serving 


containers 


in the shared ou 


tdoor alcohol service area to iden 


tify the 


source of any alcohol product being consumed. The distinctive markings 


may b ith 


r permanent or 


temporary. Any temporary markings must re- 


main on the 


g 


lassware or serving containers through 


the duration of 


use by the 


customer; 


(e) Th 


licens 


s must complete an operating plan for 


the shared 


outdoor alc 


ohol service area. 


The operating plan should demonstrate in 


general how respon 


Sibility for the ou 


tdoor alcohol service 


area is 


shared amon 


q the licensees. 


Licensees are required to submi 


the oper- 


ating plan 


to the board's licensing division 


at the time of applica- 


tion or alt 


eration and must keep docu 


mentation of an up-to-da 


te plan 


available f 


or inspection on premises; and 


(£) Co 


nsistent with WAC 314-11-065, 


a licensee may no 


t permit the 


removal of 


alcohol in an open contain 


er from the shared ou 


tdoor alco- 


hol servic 


area, except to reenter 


the licensed premises where the 


alcohol was 


purchased. 


Signage prohibiting the removal 


of alcohol in 


an open con 


tainer must be visible to patrons 


in the shared outdoor al- 


cohol servi 


ce area. 


(5) If 


multiple 


licensees use a shared outdoor alcoh 


ol service 


area as des 


cribed in subsection of 


(4) 


this sect 


ion, all participating 


licensees a 


RE 


jointly responsible for any viola 


tion or enforcement is- 


sues unless 


it can be demonstrated that 


the violation or 


enforcement 


issue was due to one or more licensee's specific conduct 


or action, in 


which case 


the violation or enforcement ac 


tion applies on 


ly to those 


identified 


licensees. 


(6) 


The definit 


ions in this subsection apply through 


out this sec- 


tion unless 


the context clearly requires o 


therwise. 


Certified o 


n 12/14/2023 [ 144 ] 


WSR Issue 23-24 - Proposed 


(a) 


"Alcohol 


Washington State Register, 


Issue 23-24 


WSR 23-24-100 


service" means service of liquor as defined in RCW 


66.04.010. 


(b) 


"Contiguous" means 


touching along a boundary or at a point. 


(c) 


"Sidewal 


k cafe" means a designated seating area on the side- 


walk, 


curb space, 


or other public space where a business provides 


tat 


ble service and seating for 


their patrons during business hours. 


REPEALER 


The following section of the Washington Administrative Code is 


repealed: 


WAC 314-03-205 


OTS-4975.4 


AMENDATORY SECTION 


licensees. 


7/9723) 


(Amending WSR 23-14-119, 


filed 7/5/23, 


Outdoor alcohol service for on-premises 


effective 


WAC 314-03-500 Endorsement for sale of manufacturer sealed alco- 


hol products through takeout or delivery service. 


(1) 


An endorsement 


for the sale of manufacturer sealed alcohol products is available 
through takeout and delivery service as set forth in ((seebier 
45}46,—- chapter 279,—_haws—eof2023)) RCW 66.24.710. There is no fee for 
a awe to apply for and obtain this endorsement. 

a) (i) An endorsement to sell manufacturer sealed alcohol 
E at retail through takeout or delivery service is available to 
the following licensees: Beer and wine restaurants; spirits, beer, and 
wine restaurants; taverns; ((demestic—wineries;_demestic breweries—and 
microbreweries;distitteries;)) snack bars; nonprofit arts licensees; 


and caterers. 


(ii) 


This endorsement allows licensees authorized to sell spirits 


to sell ready-to-drink cocktails 


through 


takeout or delivery servic 


(b) 


314-03-505 and 314-03-510 that au 
delivery servic 


cocktails, 


premixed wine drinks, 
In order to ob 
this section, 
Alcohol produc 
led packages or containers, 
and-kegs)) . 


alcohol products under 


(3) 


(a) 


turer -Seau 


(b) ( (+4 


licensees 


thorize 
of nonmanufacturer or n 
wine by the glass, 


This endorsement is separate from the endorsements in WAC 
the sale through takeout or 


onfactory sealed premixed 


premixed wine and spirits cocktails, 


or growlers. 
tain and maintain 
must meet the following requirements: 
ts must be sold in closed, 


such as cans ( ( 


the endorsement 


7)) 


described in 


factory or manufac- 
and bottles ((+> 


urer sealed 


If 


Licensees may only sell the types of manufact 
this endorsement that they are authorized to 
sell under the terms of their license. 
} Fxeceptas—_previded_in_b)}i+)—ef+his—subsecticon,;) ) 
an alcohol product authorized for sale under this endorsement is en- 
box, or other packaging before the alcohol 


closed inside a bag, 
uct is provided 
the exterior of 


Lo 
the bag, 


box, 
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FOR PERSONS 21+" 


(c) If th 
dorsement are 
(i) Licen 


e alcohol products authorized for sale under this en- 


sold through delivery servic 


sees must comply wi 


orders, intern 
requirements, 


(ii) (A) At 


must verify th 
years of age u 
314-11-025. 
(B) 


e 


see WAC 314-03-020 
the time of del 


a 
si 


sales, 


the person re 


ng an acceptabl 
See RCW 66.44.270. 
Delivery of an alcohol 


and delivery rules 
through 314-03-040. 
the employee making the del 


the delivery is at least 21 


th th 


ivery, 
ceiving 
e form 


product 


of 


mus 


identification 


requirements in the consumer 
in this title. 


For these 


ivery 


in WAC 


t be performed by an em- 


pl 


oyee of an alcohol 


delivery endorsement holder who is 21 years of 


age or older and possesses a cl 


ass 12 permit 


>y 


in accordance wit 


h RCW 


66.20.310. 
(iii) 
RCW 66.24.710, 


As set forth in 
upon delivery of the al 


( ( 


the person ((age—~4t}-e+—-everF) ) 
ing the delivery must be obtai 
the requirements in 
rules. For 

(iv) 


product a 


t the time of del 


to the licensee. 


iver 


cohol product, 


the signa 


)) 


ture of 


who is 21 years of age or older receiv- 


ned. Del 


Yr 


ivery sales records must meet 


the consumer orders, 
general record retention requirements, 
If no person age 21 or over is present to accept the alcohol 
the alcohol product mus 
An alcohol product may not be left unat 
delivery location. 


internet sales, 
see WAC 314-11 


and delivery 


-095. 


t be returned 
tended at a 


signs 


(v) Delivery of an alcohol product may not be made to any person 
who shows signs of intoxication. See RCW 66.44.200. 

(vi) Alcohol delivery under this section shall be performed by 
direct employees of the licensee. 

(d) (1) In addition to the signs required by WAC 314-11-060, 
provided electronically by the board regarding public consumption and 
transportation of any alcohol products sold through takeout or deliv- 

ry service must be posted in plain view at: 

(A) The main entrance to the area of the premises where alcohol 
products are sold; and 


(B) 
(ii) 


compl 


restrictions on consumin 
strictions on drinking or having an open con 


466Ls S19; 


The areas of th 
up for takeout or del 
The signs will 
alcohol products through 
y with applicab] 


premises wher 


iv 


vic 


ry ser 


alcohol products are picked 


(e) 


Delivery services conducted and alcoh 


ol sold for 


be designed to remind customers purchasing 


takeout or delivery service that they must 
e laws and rules including, but not limited to, 
g alcohol in public in RCW 66.44.100 and re- 


tainer in a vehicle in RCW 


takeout by 


beer and wine restaurant licensees and spiri 


tS; 


beer and wine restau- 


rant licensees must be accompanied by a purchased meal prepared and 


sold by the license holder under RCW 66.24.710. 


(4) 


censees must comply with 


Ti 
no 
strictions on 
RCW and WAC 31 


tle 314 WAC, 


In addition to 


a 


sal 
A] 


ted in this 


the requirements lis 
all applicabl 
nd any other applicable laws and rules 


6-150. 
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(5) The definitions in this subsection apply throughout this sec- 
tion unless the context clearly requires otherwise. 

(a) "Alcohol product" means liquor as defined in RCW 66.04.010. 

(b) "Factory sealed" or "manufacturer sealed" means that a pack- 
age or container is in 100 percent resalable condition, with all manu- 
facturer's seals intact. 

(c) "Ready- to-drink cocktail" means a drink made by combining 
spirits with other alcoholic or nonalcoholic beverages and ingredients 
including, but not limited to, fruit juice, carbonated beverages, fla- 
vorings, or cream, that is: 

(i) Factory sealed or manufacturer sealed; 

(ii) No more than 12 percent alcohol per volume; and 

(iii) No more than 12 ounces in volume. 

(d) "Spirits" has the same meaning as defined in RCW 66.04.010. 

(6) The delivery servic ndorsement described in this section 


expires July 1, 2025, as set forth in ( (seetten +43), ehapter 249r 
haws—_e£2623)) RCW 66.24.710. 


AMENDATORY SECTION (Amending WSR 23-14-119, filed 7/5/23, effective 
7/5/23) 


WAC 314-03-510 Endorsement for sale of growlers through takeout 


or delivery service. (1)(a) An endorsement is available for the sale 
of growlers through takeout and delivery service as set forth in 
( (section thr chapter 279,—\_haws—_e£2023)) RCW 66.24.710. There is no 


fee for a licensee to apply for and obtain this endorsement. 
(b) This endorsement is separate from the endorsements in WAC 
314-03-500 and 314-03-505 that authorize the sale through takeout or 
delivery service of manufacturer sealed alcohol products at retail, or 
nonmanufacturer or nonfactory sealed premixed cocktails, wine by the 
glass, premixed wine and spirits cocktails, and premixed wine drinks. 
(2) As set forth in ( (section t Mhr <—hapter 279,—_haws—_e£2623) ) 
RCW 66.24.710, an endorsement to sell growlers for off-premises con- 
sumption through takeout or delivery service is available to licensees 
that were authorized by statute or rule before January 1, 2020, to 
sell growlers. 
(a) Licensees eligible for this endorsement include: Taverns; 
beer and wine restaurants; spirits, beer, and wine restaurants; gro- 
cery stores; beer and wine specialty shops; breweries; microbreweries; 
wineries; combination spirits, beer, and wine licensees; and hotel li- 
censees. 
(b) For a beer and wine specialty shop to be eligible for the en- 
dorsement described in this section, the beer and wine specialty shop 
must meet the requirement in m 66.24.371 (3), as it existed on Decem- 
ber 31, 2019, that the licensee's beer and/or wine sales must be more 
than 50 percent of the licensee's total sales. 
(3) In order to obtain and maintain this endorsement, licensees 
must meet the following requirements: 
(a) Sale of growlers must meet federal alcohol and tobacco tax 
and trade bureau requirements. 
(b) (i) Growlers must be filled at the tap by the licensee at the 
time of sale, except that beer and wine specialty shops licensed under 
RCW 66.24.371 and domestic breweries and microbreweries with this en- 
dorsement may sell prefilled growlers as set forth in ( (section th~ 
chapter 279,—_ haws_e£2023)) RCW 66.24.710. Prefilled growlers must be 
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sold the same day they are prepared for sale and not stored overnight 
for sale on future days. 

(ii) Brewery and microbrewery products that meet federal alcohol 
and tobacco tax and trade bureau labeling requirements are not consid- 
red prefilled growlers and are not subject to the overnight storage 
prohibition. 

(c) Growlers must be filled with alcohol products, such as beer, 
wine, or cider, that the licensee was authorized by statute or rule 
before January 1, 2020, to sell in growlers. 

(d) If the growlers authorized for sale under this endorsement 
are sold through delivery servic 

(i) Licensees must comply with the requirements in the consumer 
orders, internet sales, and delivery rules in this title, except to 
the extent that those rules allow delivery by third-party service pro- 
viders and prohibit the delivery of growlers. For these requirements, 
see WAC 314-03-020 through 314-03-040. 

(ii) Delivery must be made by an employee of the licensed busi- 
ness who is at least 21 years of age. Delivery may not be made by 
third-party service providers. 

(iii) At the time of delivery, the employee making the delivery 
must verify that the person receiving the delivery is at least 21 
years of age using an acceptable form of identification in WAC 
314-11-025. See RCW 66.44.270. 

(iv) As set forth in ( (sect henh —hapter 279,_baws—_o£2623) ) 
RCW 66.24.710, upon delivery of the alcohol product, the signature of 
the person age 21 or over receiving the delivery must be obtained. De- 
livery sales records must meet the requirements in the consumer or- 
ders, internet sales, and delivery rules. For general record retention 
requirements, see WAC 314-11-095. 

(v) If no person age 21 or over is present to accept the alcohol 
product at the time of delivery, the alcohol product must be returned 
to the licensee. An alcohol product may not be left unattended at a 
delivery location. 

(vi) Delivery of an alcohol product may not be made to any person 
who shows signs of intoxication. See RCW 66.44.200. 

(e) (1) In addition to the signs required by WAC 314-11-060, signs 
provided electronically by the board regarding public consumption and 
transportation of any alcohol products sold through takeout or deliv- 

ry service must be posted in plain view at: 

(A) The main entrance to the area of the premises where alcohol 
products are sold; and 
(B) The areas of the premises where alcohol products are picked 
up for takeout or delivery servic 

(ii) The signs will be designed to remind customers purchasing 
alcohol products through takeout or d livery service that they must 
comply with applicable laws and rules including, but not limited to, 
restrictions on consuming alcohol in public in RCW 66.44.100 and re- 
strictions on drinking or having an open container in a vehicle in RCW 
46.61.519. 

(4) In addition to the requirements listed in this section, li- 
censees must comply with all applicable requirements in Title 66 RCW, 
Title 314 WAC, and any other applicable laws and rules including, but 
not limited to, restrictions on sales to minors and intoxicated per- 
sons in chapter 66.44 RCW and WAC 314-16-150. 

(5) Growlers sold under this endorsement do not need to be accom- 
panied by a purchased meal prepared and sold by the license holder un- 
der RCW 66.24.710. 
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(6) The definitions in this subsection apply throughout this sec- 
tion unless the context clearly requires otherwise. 

(a) "Alcohol product" means liquor as defined in RCW 66.04.010. 

(b) "Beer" has the same meaning as defined in RCW 66.04.010. 

(c) "Cider" has the same meaning as defined in RCW 66.24.210. 

(d) "Growlers" has the same meaning as defined in ((secticrn 


24H chapter haws—_e£2021+:_‘Santtary eeontaimers brought te the 
; ; E a Poe ; 1 1 filled 1 


the—retatterat_thetime—ef-sate)) RCW 66.24.710. 
(e) "Wine" has the same meaning as defined in RCW 66.04.010. 
((+6+)) (7) The delivery servic ndorsement described in this 


section expires July 1, 2025, as set forth in ( (section +44 —erapter 
279,—_baws_o£2623)) RCW 66.24.710. 


OTS-5097.3 


AMENDATORY SECTION (Amending WSR 23-14-119, filed 7/5/23, effective 
7/5/23) 


WAC 314-03-505 Endorsement for sale of premixed cocktails, wine 
by the glass, premixed wine and spirits cocktails, or premixed wine 
drinks through takeout or delivery service. (1) An endorsement is 
available for the sale of premixed cocktails, wine by the glass, pre- 
mixed wine and spirits cocktails, or premixed wine drinks through 


takeout and delivery service as set forth in ( (secet henh ——hepter 


279,—_hbaws_e£20623)) RCW 66.24.710. There is no fee for a licensee to 
apply for and obtain this endorsement. 
(2) As set forth in ( (seetten +} eA +3), cRepter 279,—_haws—e£ 


2623)) RCW 66.24.710: 

(a) An endorsement is available to spirits, beer, and wine res- 
taurants to sell premixed cocktails, wine by the glass, or premixed 
wine and spirits cocktails through takeout or delivery service. This 
endorsement does not authorize the sale of full bottles of spirits for 
off-premises consumption. 

(b) An endorsement is also available to beer and wine restaurant 
licensees to sell wine or premixed wine drinks by the glass through 
takeout or delivery servic 

(3) This endorsement is separate from the endorsements in WAC 
314-03-500 and 314-03-510 that authorize the sale through takeout or 
delivery service of manufacturer sealed alcohol products at retail, or 
growlers. 

(4) In order to obtain and maintain the endorsement described in 
this section, licensees must meet the following requirements: 

(a) (1) For spirits, beer, and wine restaurants, food that quali- 
fies as a complete meal under WAC 314-02-010 must be sold with the 
premixed cocktails, wine by the glass, or premixed wine and spirits 
cocktails authorized for sale through takeout or delivery service un- 
der this endorsement, as set forth in RCW 66.24.710. 

(ii) Spirits, beer, and wine restaurants can sell up to three 
ounces of spirits per complete meal. 

( (4++4+)) (iii) For beer and wine restaurants, a food item that 
qualifies as minimum food service under WAC 314-02-010 must be sold 
with the wine or premixed wine drinks by the glass authorized for sale 
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containers. For these requirements, see WAC 314-03-020 through 
314-003-040. 

(ii) As set forth in RCW 66.24.710, delivery must be made by an 
employee of the licensed business who is at least 21 years of age and 
holds a class 12 mandatory alcohol server training (MAST) permit under 
chapter 314-17 WAC. Delivery may not be made by third-party service 
providers. 

(iii) At the time of delivery, the employee making the delivery 
must verify that the person receiving the delivery is at least 21 
years of age using an acceptable form of identification in WAC 
314-11-025. See RCW 66.44.270. 

(iv) As set forth in ( (seeb+en h —hapter 279,_baws_o£2623) ) 
RCW 66.24.710, upon delivery of the alcohol product, the signature of 
the person age 21 or over receiving the delivery must be obtained. De- 
livery sales records must meet the requirements in the consumer or- 
ders, internet sales, and delivery rules. For general record retention 
requirements, see WAC 314-11-095. 

(v) If no person age 21 or over is present to accept the alcohol 
product at the time of delivery, the alcohol product must be returned 
to the licensee. An alcohol product may not be left unattended at a 
delivery location. 

(vi) Delivery of an alcohol product may not be made to any person 
who shows signs of intoxication. See RCW 66.44.200. 

(h) (1) In addition to the signs required by WAC 314-11-060, signs 
provided electronically by the board regarding public consumption and 
transportation of any alcohol products sold through takeout or deliv- 

ry service must be posted in plain view at: 

(A) The main entrance to the area of the premises where alcohol 
products are sold; and 
(B) The areas of the premises where alcohol products are picked 
up for takeout or delivery servic 

(ii) The signs will be designed to remind customers purchasing 
alcohol products through takeout or delivery service that they must 
comply with applicable laws and rules including, but not limited to, 
restrictions on consuming alcohol in public in RCW 66.44.100 and re- 
strictions on drinking or having an open container in a vehicle in RCW 
46.61.519. 

((+4+)) (5) In addition to the requirements listed in this sec- 
tion, licensees must comply with all applicabl r quirements in Title 
66 RCW, Title 314 WAC, and any other applicable laws and rules includ- 
ing, but not limited to, restrictions on sales to minors and intoxica- 
ted persons in chapter 66.44 RCW and WAC 314-16-150. 
((+5+)) (6) The definitions in this subsection apply throughout 
this section unless the context clearly requires otherwise. 

(a) "Alcohol product" or "alcoholic beverage" means liquor as de- 
fined in RCW 66.04.010. 

(b) "Premixed cocktail" means a drink made by combining spirits 
with other alcoholic or nonalcoholic beverages and ingredients includ- 
ing, but not limited to, fruit juice, carbonated beverages, flavor- 
ings, or cream. 

(c) "Premixed wine and spirits cocktail" means a drink made by 
combining wine and spirits with other alcoholic or nonalcoholic bever- 
ages and ingredients including, but not limited to, fruit juice, car- 
bonated beverages, flavorings, or cream. 

(d) "Premixed wine drink" means a drink made by combining wine 
with nonalcoholic beverages and ingredients including, but not limited 
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to, fruit juice, carbonated beverages, flavorings, or cream. A pre- 

mixed wine drink may not include alcoholic beverages other than wine. 
(e) "Spirits" has the same meaning as defined in RCW 66.04.010. 
(£) "Wine" has the same meaning as defined in RCW 66.04.010. 
((+6+)) (7) The delivery servic ndorsement described in this 


section expires July 1, 2025, as set forth in ( (section t 3h —hapter 
279,—_baws_e£2623)) RCW 66.24.710. 


OTS-5069.2 


NEW SECTION 


WAC 314-03-600 Takeout/delivery endorsement comparison table. 
Meal Required 


Endorsement 
Takeout or Delivery Takeout Only 
License Takeout/ Takeout/ Growlers Off Off Spirits/ 
Type Delivery - Delivery - Takeout/ premises premises beer/wine 
Factory Premixed Delivery WAC sale wine keg to go 
Sealed Cocktails/ WAC 314-02-045; WAC WAC 
Containers Wine WAC 314-03-510 314-02-070 | 314-02-015 | 314-02-015 
WAC 314-03-505 
314-03-500 
Beer/wine Y ¥* N N n/a n/a 
restaurant 
Spirits/beer/ Y Y N n/a N N 
wine 
restaurant 
Tavern N n/a N N n/a n/a 
Winery n/a n/a N n/a n/a n/a 
Brewery n/a n/a N n/a n/a n/a 
Distillery n/a n/a n/a n/a n/a n/a 


Third Party Delivery Allowed 
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Endorsement 
Takeout or Delivery Takeout Only 
License Takeout/ Takeout/ Growlers Off Off Spirits/ 
Type Delivery - Delivery - Takeout/ premises premises beer/wine 
Factory Premixed Delivery WAC sale wine keg to go 
Sealed Cocktails/ WAC 314-02-045; WAC WAC 
Containers Wine WAC 314-03-510 314-02-070 | 314-02-015 | 314-02-015 
WAC 314-03-505 
314-03-500 
Beer/wine N N* N N n/a n/a 
restaurant 
Spirits/beer/ N N N n/a N N 
wine 
restaurant 
Tavern N n/a N N n/a n/a 
Winery n/a** n/a N n/a n/a n/a 
Brewery n/a** n/a N n/a n/a n/a 
Distillery n/a** n/a n/a n/a n/a n/a 


* Wine drinks only 
** Third party delivery authorized by statute in RCW 66.20.410, 
66.24.170, 66.24.240, 66.24.244. 


OTS-4976.3 


AMENDATORY SECTION filed 8/1/12, effective 


9/1/12) 


(Amending WSR 12-17-006, 


WAC 314-11-040 ((What)) Permissible duties ((ean)) of an employ- 
ee under ( (twenty-ene)) 21 years of age ((pexferm)) on a licensed 
premises((?)). A person must be ( (4wenty-ene)) 21 years of age or 
older to be employed in the sale, handling, or service of liquor, 


cept as provided in this chapter. 
(1) Per RCW 66.44.340 and RCW 66.44.350, persons between ( (e+ehE-— 
the following 


een and twenty-ene)) 18 and 21 years of age may perform 


duties: 


ex 


Duties 18, 19, and 20 year old 
employees may perform, as long as 


there is a person ((€wenty-ene)) 21 


(a) In a grocery store or beer/wine 
specialty shop: 


years of age or older on duty 
supervising the sale of liquor 


m Sell, stock, and handle beer and wine; 


and 


Duties 18, 19, and 20 years old 
employees may not perform 


handle beer and/or wine. 


Supervise employees who sell, stock, or 


m Deliver beer and/or wine to a 
customer's car with the customer (for 
the purposes of this rule, there is no 
minimum age requirement for an 
employee of a grocery store or a beer/ 
wine ((speeialty)) specialty shop to 
deliver beer and/or wine to a 
customer's car with the customer). 
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Duties 18, 19, and 20 year old 
employees may perform, as long as 
there is a person ((€wenty-one)) 21 
years of age or older on duty 
supervising the sale of liquor 


Duties 18, 19, and 20 years old 
employees may not perform 


(b) In a spirits retail business: m As long as there are at least two 


supervisors at least ((twenty-one)) 21 
years of age on duty, persons 18, 19, 

and 20 years old may sell, stock, and 
handle spirits. 


m Deliver spirits to a customer's car 
with the customer (for purposes of 
this rule, there is no minimum age 
requirement for an employee of a 
spirits retailer to deliver spirits to a 
customer's car with the customer). 


Supervise employees who sell, stock, or 
handle spirits. 


(c) In an establishment that sells m Take orders for, serve, and sell liquor 
liquor for on-premises in areas classified as open to persons 


consumption: under ((@venty-ene)) 21 years of age; 
and 


m Enter areas designated as off-limits to 
persons under ((#venty-ene)) 21 years 
of age to perform duties such as 
picking up liquor for service in other 
parts of the establishment; cleaning 
up, setting up, and arranging tables; 
delivering messages; serving food; 
and seating patrons; provided the 
employee does not remain in the area 
any longer than is necessary to 
perform the duties. 


Functions of a bartender, including: 


m a Pouring spirits or 
mixing cocktails 


m Drawing beer or wine from a tap or 
spigot; 

m Opening or pouring beer or wine 
tabłe)) in an area classified by the 


board as off limits to any person 
under the age of 21; and 


Providing an employee spirits((;)) or 
beer by the pitcher or glass, or wine 
by the carafe or glass for delivery to a 
customer. 


(d) In a spirits retail business: 


Supervise employees who sell, stock, or 
handle spirits. 


that 


(2) Per RCW 66.44.316 and 66.44.318, 
are ( (eighteen, _nineteen,—or_twenty)) 18, 19, or 20 years of age may 
remain on licensed premises or portions of premises that are restric- 
ted from persons under ( (twenty-ene)) 21 years of age, but only during 
the course of his or her employment: 

(a) Persons performing janitorial services during 
there is no sale, service, or consumption of liquor on 
(b) Employees of amusement device companies for the purpose of 
installing, maintaining, repairing, or removing any amusement device; 
(c) Security or law enforcement officers and firefighters during 
the course of their official duties and if they are not the direct em- 
ployees of the licensee; and 


the following persons 


the hours when 
the premises; 


(d) Professional musicians, per WAC 314-11-045. 
OTS-4977 .3 
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AMENDATORY SECTION (Amending WSR 10-12-124, filed 6/2/10, effective 
7/3/10) 


WAC 314-17-015 ( (What—are—the—twe)) Types of alcohol server 
training permits((2)). There are two types of permits for persons who 
serve, mix, sell, or who supervise the sale of, alcohol at a retail 
licensed premises. 


Class 12 permit Class 13 permit 
(1) A class 12 permit holder must be at least ((twenty- (5) A class 13 permit holder must be at least 
ene)) 21 years of age. ((eighteen)) 18 years of age. 
(2) A class 12 permit is required for any person who: (6) A class 13 permit is required for any person who: 
(a) Manages a retail licensed premises licensed to sell (a) Takes orders for alcoholic beverages for on- 
alcoholic beverages for on-premises consumption; premises consumption; 
(b) Sells, mixes or draws from a dispensing device (b) Delivers alcoholic beverages to customers for on- 
alcoholic beverages for on-premises consumption; or premises consumption; or 
(c) Supervises a class 13 permit holder. (c) Opens or pours beer or wine into a customer's glass 


: )) without opening or pouring 
in an area classified by the board as off limits to any 


person under the age of 21. 


(3) A class 12 permit includes all authorities granted under | (7) See RCW 66.20.310 for exceptions for grocery store 
a class 13 permit. employees. 


(4) See RCW 66.20.310 for exceptions for grocery store 
employees. 


(8) Upon a temporary absence of a class 12 permit holder, a class 
13 permit holder may perform the functions of a class 12 permit holder 
until a class 12 permit holder arrives to fulfill those duties provi- 
ded that a class 13 permit holder: 

(a) Is ( (€werney-ene)) 21 years of age or older; and 

(b) Functions as a class 12 permit holder for no more than 
( ($Riety)) 30 calendar days per year. 

(9) See RCW 66.44.310, 66.44.316, 66.44.318, and 66.44.350 for 
additional information about permissions and restrictions for ((e+@Re- 
een to twenty)) 18 to 20-year-old persons. 
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